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FOREWORD 


This  manual  has  been  developed  for  use  by  Army,  Navy,  Air  Force,  Defense 
Logisitics  Agency,  and  other  Department  of  Defense  (DoD)  personnel  who  are 
responsible  for  preparing,  coding,  editing,  or  machine  processing  the  Individual 
Contracting  Action  Report,  DD  Form  350,  as  prescribed  by  Section  IV  of  the  DoD 
Federal  Acquisition  Regulatory  Supplement. 

All  suggestions  and  inquiries  concerning  this  manual  should  be  referred  to  DoD, 
Washington  Headquarters  Services,  Directorate  for  Information  Operations  and 
Reports,  through  one  of  the  following  offices,  as  appropriate: 


Army  -  HQDA  ( JDHQ-SV-W-P) 

Room  1C642,  The  Pentagon 
Washington,  D.C.  20310-6603 

Navy  -  Naval  Supply  Systems  Command^ 
SUP-024 

Washington,  D.C.  20376-5000 


Air  Force  -  HQ-USAF/RDCX 
Room  4B260 

Washington,  D.C.  20330-5040 

Defense  Logisitics  -  Executive  Director,  Contracting 
Agency  Cameron  Station 
Attn:  DLA-PPS 
Alexandria,  VA  22314-6100 


^avy  users  requiring  additional  copies  of  this  manual  should  send  their  requests  to: 
Commanding  Officer 
Publications  and  Forms  Center 
5801  Tabor  Ave. 

Philadelphia,  PA  19120 
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Section  I 

FEDERAL  SUPPLY  CLASS 
OR  SERVICE  CODES 
(Item  B8A) 


SECTION  I 

FEDERAL  SUPPLY  CLASS  OR  SERVICE  CODES 

(Item  B8A) 


General 

A  four-digit  code  shall  be  entered  in  Item  B8A  for  every  procurement  action 
reported  on  DD  Form  350.  Only  one  code  number  should  be  entered.  If  more  than 
one  code  is  applicable,  enter  the  code  which  describes  the  predominant  product  or 
service  procured  (see  also  DoD  FAR  Supplement  4.671 -5(b)(8)(i». 

This  section  is  divided  into  three  parts:  Research,  development,  test,  and 
evaluation  (RDT&E)  codes  are  contained  in  Part  A;  other  services  and  construction 
codes  are  in  Part  B;  and  supply  and  equipment  codes  are  in  Part  C. 

RDT&E 

If  the  action  is  for  research,  development,  test,  or  evaluation,  enter  a  code  from 
Part  A  of  this  section.  (RDT&E  is  defined  in  FAR  35.001.)  Do  not  assign  an  RDT&E 
code  to  housekeeping  services  or  supplies  purchased  in  support  of  ”in-house” 
research  or  development  work;  such  services  are  coded  in  accordance  with  Part  B 
of  Section  I  and  the  supplies  in  accordance  with  Part  C.  Procurement  personnel 
responsible  for  coding  RDT&E  actions  should  obtain  sufficient  information  from 
requisitioning  personnel  to  permit  accurate  classification  in  accordance  with  Part  A. 

Other  Services  and  Construction 

If  the  action  is  for  other  services  and  construction,  enter  a  code  from  Part  B  of 
this  section.  This  four-position  code  consists  of  a  letter  identifying  one  of  20  major 
categories  and  three  numeric  digits  identifying  a  specific  service  within  each 
category. 

Supplies  and  Equipment 

If  the  action  is  for  supplies  and  equipment,  enter  a  code  from  Part  C  of  this 
section.  The  classifications  used  here  are  those  contained  in  the  H-2  series  of 
cataloging  handbooks,  except  for  the  items  contained  in  Federal  Supply  Group  (FSG) 
category  19,  "Ships,  Small  Craft,  Pontoons,  &  Floating  Docks.” 
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PART  A 

Research,  Development,  Test,  and  Evaluation  (RDT&E) 


The  RDT&E  codes  in  Part  A  have  been  developed  in  accordance  with  guidelines 
established  by  the  Federal  Procurement  Data  Center.  To  ensure  that  the  contract  is 
for  RDT&E,  check  the  appropriation  symbol.  (Do  not  include  housekeeping  supplies 
or  services  in  support  of  in-house  RDT&E  even  though  a  RDT&E  appropriation 
symbol  is  cited.) 

Description  and  Use  of  Code 

The  RDT&E  code  is  composed  of  two  alphabetical  and  two  numeric  digits.  The 
first  position  is  always  the  letter  "A”  to  identify  RDT&E;  the  second  position  is  a 
letter  from  ”A”  to  "Z”,  used  to  identify  the  major  category;  the  third  digit  is  a  number 
from  ”0”  to  ”9",  used  to  identify  a  subdivision  of  the  major  category.  The  fourth  digit 
is  a  number  from  ”1"  to  ”6”,  used  to  identify  the  type  of  RDT&E.  This  fourth  digit 
should  be  assigned  by  the  contracting  officer  in  accordance  with  FAR  35.001  as  follows: 


First  Two 
Positions 
of  Program 
Element 

FAR 

35.001 

Fourth  Digit  of  Item  B8A  Code  on 

DD  Form  350  To  Be: 

61 

(1) 

i . 

Research 

62 

(2) 

2. 

Exploratory  Development 

63 

(3) 

3. 

Advanced  Development 

64 

(4) 

4. 

Engineering  Development 

All  Other 

(5) 

5. 

Operational  Systems  Development 

65 

(6) 

6. 

Management  &  Support 

When  the  program  element  number  appears  on  the  purchase  document,  the  first 
two  digits  of  this  number  determine  the  number  to  be  used  in  the  fourth  position. 

For  Army  procurements,  the  third  digit  of  an  Army  budget  activity  code  beginning 
with  6  identifies  the  appropriate  code  for  use  in  the  fourth  position.  Code  5  will  be 
entered  in  the  fourth  position  for  all  Army  budget  activity  codes  beginning  with  a 
number  other  than  6. 

When  completihg  this  item,  the  precise  service  being  purchased  shall  be  coded. 
For  example,  a  contract  for  research  on  noise  pollution  for  aircraft  should  be  shown 
under  category  AH4*,  "Environment,  Noise  Pollution,”  and  not  under  aircraft. 
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RESEARCH.  DEVELOPMENT.  TEST.  AND  EVALUATION  CODES 


Major  Category  Codes 

Description  Category. 

Agriculture  AA 

Community  Services  &  Development  AB 

Defense  Equipment  AC 

Defense  -  Other  AD 

Economic  Growth  &  Productivity  AE 

Education  AF 

Energy  AG 

Environment  AH 

General  Science  &  Technology  AJ 

Housing  AK 

Income  Security  AL 

International  Affairs  &  Cooperation  AM 

Medical  AN 

Natural  Resources  AP 

Social  Services  AQ 

Space  AR 

Transportation  -  Modal  AS 

Transportation  -  General  AT 

Transportation  -  Commodity  AU 

Mining  Activities  AV 

Other  Research  &  Development  AZ 


DD  FORM 

PROGRAM  251  CODE 

AGRICULTURE 

Insect  &  Disease  Control  AA1* 

Marketing  AA2* 

Production  AA3* 

Other  Agriculture  AA9* 

COMMUNITY  SERVICES  &  DEVELOPMENT 

Crime  Prevention  &  Control  AB1* 

Fire  Prevention  &  Control  AB2* 

Rural  Services  &  Development  AB3* 

Urban  Services  &  Development  AB4* 

Other  Community  Services  &  Development  AB9* 

DEFENSE  -  EQUIPMENT 

Aircraft  AC1* 

Missile  &  Space  Systems  AC2* 

Ships  AC3* 

Tank  -  Automotive  AC4* 

Weapons  AC5* 

Electronics  St  Communication  Equipment  AC6* 

Miscellaneous  Hard  Goods  AC9* 


*  See  page  5  for  determining  the  necessary  entry  in  this  position. 
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RESEARCH.  DEVELOPMENT.  TEST.  AND  EVALUATION  CODES 


ERflSRAM 

DEFENSE  -  OTHER 

Ammunition 

Services 

Subsistence 

Textiles,  Clothing,  &  Equipage 
Fuels  &  Lubricants 
Construction 
Other  Defense 

ECONOMIC  GROWTH  &  PRODUCTIVITY 

Employment  Growth  Productivity 
Product  or  Service  Improvement 
Manufacturing  Technology 
Other  Economic  Growth  <&  Productivity 

EDUCATION1 

ENERGY 


Coal 

Gas 

Geothermal 
Hydro 
Nuclear 
Pet  roleum 
Solar 

Conservation  of  Energy 
Other  Energy 

ENVIRONMENT 

Pollution  Control  &  Abatement 

Air  Pollution 

Water  Pollution 

Noise  Pollution 

Other  Pollution 

Other  Environment 

SENERAL  SCIENCES  &  TECHNOLOGY1 

HOUSING1 

INCOME  SECURITY 

Employment 

Income  Maintenance 

Other  Income  Security 

INTERNATIONAL  AFFAIRS  &  COOPERATION 

MEDICAL 


Biomedical 
Dependency  -  Drugs 
Dependency  -  Alcohol 
Health  Services 
Mental  Health 
Rehabilitative  Engineering 
Specialized  Services 
Other  Medical 


^  Detailed  category  codes  not  provided. 

*  See  page  5  for  determining  the  necessary  entry  in  this 


DD  FORM 

CODE 


ADI* 

AD2* 

AD3* 

AD4* 

ADS* 

AD6* 

AD9* 


AE1* 

AE2* 

AE3* 

AE9* 

AF1* 


AG1* 

AG2* 

AG3* 

AG4* 

AGS* 

AG6* 

AG7* 

AG8* 

AG9* 


AH1  * 
AH2* 
AH3* 
AH4* 
AH5* 
AH9* 

AJ 1  * 

AK1  * 


ALI  * 
AL2* 
AL9* 

AMI* 


AN1  * 
AN2* 
AN3* 
AN4* 
AN5* 
AN6* 
AN7* 
AN9* 


position  . 
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RESEARCH ,  DEVELOPMENT.... TEST . AND  EVALUATK 


PROGRAM  > 

NATURAL  RESOURCES 

Aquaculture 
Land 
Mineral 
Rec  reation 
Marine 

Other  Natural  Resources 

SOCIAL  SERVICES 

Geriatric  (Other  Than  Medical) 
Other  Social  Services 


SPACE 


Aeronautical  Research  &  Technology 
Space,  Sciences 
Space  Transportation  Systems 
Tracking  S  Data  Acquisition 
Space  &  Terrestrial  Application 
Other  Space 

IRANSPQRTATIQN,-- MODAL 
Air 

Surface  Motor  Vehicles 

Rail 

Marine 

Other  Modal  Transportation 

TRANSPQ  RTAT  IQN._^_GENERAL 

Highways,  Roads  S  Bridges 
Human  Factors 

Navigation  &  Navigational  Aids 
Passenger  Safety  S  Security 
Pipeline  Safety 
Traffic  Management 

Tunnels  &  Other  Subsu rf ace -St ructu res 
Other  General  Transportation 

IRMSP.QRTATIQN,..-,,-C,QftlQ,DIIY. 

Hazardous  Materials 

Other  Commodity  Transportation 

MINING  ACTIVITIES 

Mining  Equipment  -  Subsurface 
Mining  Equipment  -  Surface 
Mining  Methods  -  Subsurface 
Mining  Methods  -  Surface 
Mining  Reclamation  Methods 
Mining  Safety 
Metallurgical 
Other  Mining  Activities 

OTHER  RESEARCH  &  DEVELOPMENT1 


^  Detailed  category  codes  not  provided. 

*  See  page  5  for  determining  the  necessary  entry  in  this 


.CODES 

DD  FORM 

2M_£QD£ 


API* 

AP2* 

AP3* 

AP4* 

APS* 

AP9* 


AQ1* 

AQ9* 


AR1* 

AR2* 

AR3* 

AR4* 

AR5* 

AR9* 


AST* 

AS2* 

AS3* 

AS4* 

AS9* 


ATI* 

AT2* 

AT3* 

AT4* 

ATS* 

AT6* 

AT7* 

AT9* 


AU1* 

AU9* 


AVI* 

AV2* 

AV3* 

AV4* 

AV5* 

AV6* 

AV7* 

AV9* 

AZ1* 


position . 
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PART  B 

OTHER  SERVICES  AND  CONSTRUCTION 


All  services  and  construction  work,  except  RDT&E  work,  should  be  coded  in 
accordance  with  the  codes  listed  in  Part  B.  Each  category  has  been  assigned  a 
four-position  code  for  a  specific  type  of  service  or  construction.  The  code  consists 
of  a  letter  identifying  one  of  20  major  categories  and  three  numeric  digits  identifying 
a  specific  service  within  each  category. 

The  20  major  categories  are: 


E.  Purchases  of  Structures  &  Facilities 

F.  Natural  Resources  Management 

G.  Social  Services 

H.  Quality  Control,  Testing,  &  Inspection  Services 

J.  Maintenance,  Repair,  &  Rebuilding  of  Equipment 

K.  Modification  of  Equipment 

L.  Technical  Representative  Services 

M.  Operation  of  Government-Owned  Facility 

N.  Installation  of  Equipment 

P.  Salvage  Services 

Q.  Medical  Services 

R.  Professional,  Technical,  &  Management  Services 

S.  Utilities  &  Housekeeping  Services 

T.  Photographic,  Mapping,  Printing,  &  Publication  Services 

U.  Training  Services 

V.  Transportation  &  Travel 

W.  Lease  or  Rental  of  Equipment 

X.  Lease  or  Rental  of  Facilities 

Y.  Construction  of  Structures  &  Facilities 

Z.  Maintenance,  Repair,  or  Alteration  of  Real  Property 


Due  to  the  diversified  nature  of  the  services  being  purchased  by  the  Department 
of  Defense,  it  is  very  often  difficult  to  identify  the  appropriate  service  or 
construction  code  that  applies  to  a  procurement  action.  If  the  appropriate  code  for 
Item  B8A  cannot  be  easily  determined,  the  procuring  activity  should  select  a  code 
that  best  fits  the  description  of  the  service  involved  and  submit  a  copy  of  the  DD 
Form  350  in  question  (with  an  exact  description  of  the  type  of  service  or 
construction  being  procured)  to: 

Washington  Headquarters  Services 
Directorate  for  Information  Operations  and  Reports 
1215  Jefferson  Davis  Highway,  Suite  1204 
Attn:  PEID 

Arlington,  VA  22202-4302 

This  will  serve  as  a  basis  for  determining  the  need  for  the  assignment  of  new 
codes  or  the  revision  of  existing  codes. 


11 


OTHER  SERVICES  AND  CONSTRUCTION  CODES 


TITLE  CCD£ 

PURCHASE5..QE-  STRUCTURES AND.  ..FACILITIES  E*** 

NATURAL  RESPllBCESJIAMAfiEMEMI 

Aerial  Fertilization/Spraying  F001 

Aerial  Seeding  F002 

Forest/Range  Fire  Suppression/Presuppression  F003 

Forest/Range  Fire  Rehabilitation  (Non-Const ruction)  F004 

Forest  Tree  Planting  F005 

Land  Treatment  Practices  (Plowing,  Clearing,  etc.)  F006 

Range  Seeding  (Ground  Equipment)  F007 

Recreation  Site  Maintenance  (Non-Construction)  F008 

Seed  Collection/Production  F009 

Seedling  Production/Transplanting  F010 

Surface  Mining  Reclamation  (Non-Construction)  F011 

Survey  Line  Clearing  F012 

Tree  Breeding  F013 

Tree  Thinning  F014 

Well  Drilling/Exploratory  F015 

Wild  Horse/Burro  Management  F016 

Other  Range/Forest  Improvements  (Non-Construction)  F018 

Other  Wildlife  Management  F019 

Other  Natural  Resources  Management  F099 

SOCIAL  ...SERVICES 

Care  of  Remains  and/or  Funeral  Services  G001 

Chaplain  Services  G002 

Recreational  Facilities  G003 

Rehabilitation  G004 

Geriatrics  Services  G005 

Government  Life  Insurance  G006 

Government  Health  Insurance  G007 

Other  Government  Insurance  G008 

Non  Government  Insurance  Programs  G009 

Other  Social  Services  G099 

QUALITY.  CONTROL,  TESTING.  &  INSPECTION  .SERVICES 

Quality  Control  Services  HI** 

Equipment  &  Materials  Testing  H2** 

Inspection  Services  H3** 

Miscellaneous  Testing  &  Inspection  Services  H999 

MAINTENANCE,  REPAIR.  &  REBUILDING  ..Of. -EQUIPMENT  J0** 

Maintenance,  Repair  <&  Rebuilding  of  Miscellaneous  Equipment  J099 

MODIFICATION  ..Of  .EQUIPMENT  K0** 

Modification  of  Miscellaneous  Equipment  K099 

TECHNICAL  REPRESENTATIVE  SERVICES  L0** 

Miscellaneous  Technical  Representative  Services  L099 

OPERATION  OF  GOVERNMENT- OWNED  FACILITY  (M-Category  Codes  are  for  M*** 

contracts  specifying  general  operational  responsibilities.  Spe¬ 
cific  maintenance  of  real  property  should  be  coded  in  Z-category 
codes,  "Maintenance,  Repair,  or  Alteration  of  Real  Property. M ) 

INSTALLATION.  QF  EQUIPMENT  N0** 

Installation  of  Miscellaneous  Equipment  N099 


**  Enter  two  digits  of  Federal  Supply  Group  code  from  Table  1  (pages  21  and  22). 
***  Uses  last  three  digits  of  "Y"  Category  Codes  (pages  18  through  20). 
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OTHER  SERVICES  AND  CONSTRUCTION  CODES 


TITLE  CODE 


SALVAGE  SERVICES 

Preparation  &  Disposal  of  Excess  &  Surplus  Property  P100 

Salvage  of  Aircraft  P200 

Salvage  of  Marine  Vessels  P300 

Demolition  of  Buildings  P400 

Demolition  of  Structures  or  Facilities  (Other  than  Buildings)  P500 

Other  Salvage  Services  P999 

MEDICAL  SERVICES 

Dependent  Medicare  Services  Q]01 

General  Health  Care  Services  Q201 

Laboratory  Testing  Services  Q301 

Nursing  Services  Q401 

Nursing  Home  Care  Contracts  Q402 

Specialized  Medical  Service 

Anesthesiology  Services  Q501 

Cardio-Vascular  Services  Q502 

Dentistry  Services  Q503 

Dermatology  Services  Q504 

Gastroenterology  Services  Q505 

Geriatric  Services  Q506 

Gynecology  Services  Q507 

Hematology  Services  Q508 

Internal  Medicine  Services  Q509 

Neurology  Services  Q510 

Ophthalmology  Services  Q511 

Optometry  Services  Q512 

Orthopedic  Services  Q513 

Otolaryngology  Services  Q514 

Pathology  Services  Q515 

Pediatric  Services  Q516 

Pharmacology  Services  Q517 

Physical  Medicine  &  Rehabilitation  Services  Q518 

Psychiatry  Services  Q519 

Podiatry  Services  Q520 

Pulmonary  Services  Q521 

Radiology  Services  Q522 

Surgery  Services  *  Q523 

Thoracic  Services  Q524 

Urology  Services  Q525 

Medical/Psychiatric  Consultation  Services  Q526 

Other  Medical  Services  Q999 

ERQFESSIQNAL.  TECHNICAL.  &  MANAGEMENT  SERVICES 
Architect  &  Engineering  -  Construction 
Building  &  Facility  Structures 

Administrative  &  Service  Buildings  Rill 

Airfield,  Missile,  &  Communication  Facilities  R112 

Educational  Buildings  R113 

Hospital  Buildings  RH4 

Industrial  Buildings  R115 

Residential  Buildings  R116 

Warehouse  Buildings  R117 

Research  <5  Development  Facilities  R118 

Other  Buildings  Rll 9 


14 


OTHER  SERVICES  AND  CONSTRUCTION  CODES 


IULE  CODE 


Mfln_-Btiildin.q  Structures 

Conservation  &  Development  R12] 
Highways,  Roads,  Streets,  &  Bridges  R122 
Electric  Power  Generation  R123 
Utilities  R124 
Other  Non-Building  Structures  R129 

Architects  &  Engineers  -  General 

Architect  -  Engineer  Services  (Non-Construction)  R211 
Drafting  Engineering  Services  R212 
Inspection  Services  (Non-Construction)  R213 
Management  Engineering  Services  R214 
Production  Engineering  Services  R215 
Marine  Architect  &  Engineering  Services  R216 
Other  Architect  <&  Engineering-Type  Services  R219 

Automatic-Data  Processing  Services 

ADP  Facility  Management  Services  R30] 
ADP  Systems  Development  &  Programming  Services  R302 
ADP  Entry  Services  R303 
ADP  Transmission  Services  R304 
ADP  Teleprocessing  Services  R305 
ADP  System  Analysis  R306 
Automated  Information  System  Services  R307 
Other  ADP  Services  R399 


Management  &  Professional  Services 


Land  Surveys,  Cadastral  Services  (Non-Construction)  R404 
Operations  Research  Services  R405 
Policy  Review/Development  Services  R406 
Program  Evaluation  Services  R407 
Program  Management  Support  Services  R408 
Program  Review/Development  Services  R409 
Real  Property  Appraisal  Services  R411 
Simultation  R412 
Specifications  Development  Services  R413 
Systems  Engineering  Services  R414 
Technology  Sharing/Utilization  Services  R415 
Care  of  Animals  R416 
Legal  Services  R418 
Educational  Services  R419 
Certifications  &  Accreditations  R420 
Technical  Assistance  R421 
Telephone  &  Field  Interview  Services  R422 
Intelligence  Services  R423 
Expert  Witness  R424 
Engineering  Technical  Services  R425 
Communications  Services  R426 
Personal  Services  R497 
Other  Professional  Services  R498 
Other  Management  Services  R499 

£B-£.c.ial  Studies  &  Analyses 

Air  Quality  Analyses  R502 
Archeological/ Paleontological  Studies  R503 
Chemical/Biological  Studies  &  Analyses  R504 
Cost  Benefit  Analyses  R505 
Data  Analyses  (Other  than  Scientific)  R506 
Economic/Socio-Economic  &  Labor  Studies  R507 
Endangered  Species  Studies  -  Plant  &  Animal  R509 
Environmental  Assessments  R510 
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OTHER  SERVICES  AND  CONSTRUCTION  CODES 

TITLE  CODE 

Environmental  Baseline  Studies  R511 

Environmental  Impact  Studies  R512 

Feasibility  Studies  (Non-Construction)  R513 

Animal  &  Fisheries  Studies  R516 

Geological  Studies  R517 

Geophysical  Studies  R518 

Geotechnical  Studies  R519 

Grazing/Range  Studies  R520 

Historical  Studies  R521 

Legal/Litigation  Studies  R522 

Mathematical/Statistical  Analyses  R524 

Natural  Resource  Studies  R525 

Oceanological  Studies  R526 

Recreation  Studies  R527 

Regulatory  Studies  R528 

Scientific  Data  Studies  R529 

Seismological  Studies  R530 

Soils  Studies  R532 

Water  Quality  Studies  R533 

Wildlife  Studies  R534 

Medical  &  Health  Studies  R537 

Intelligence  Studies  R538 

Aeronautic/Space  Studies  R539 

Building  Technology  Studies  R540 

Defense  Studies  R541 

Educational  Studies  &  Analyses  R542 

Energy  Studies  RSA3 

Technology  Studies  R544 

Housing  &  Community  Development  Studies  R545 

Security  Studies  (Physical  &  Personal)  R546 

Accounting/Financial  Management  Studies  R547 

Trade  Issue  Studies  R548 

Foreign  Policy/National  Security  Policy  Studies  R549 

Organization/Administrative/Personnel  Studies  R550 

Mobilization/Preparedness  Studies  R551 

Manpower  Studies  R552 

Communications  Studies  R553 

Acquisition  Policy/Procedures  Studies  R554 

Other  Special  Studies  &  Analyses  R599 

ADMINISTRATIVE  SUPPORT  SERVICES 

Material  Management  R601 

Courier  &  Messenger  Services  R602 

Transcription  Services  R603 

Mailing  &  Distribution  Services  R604 

Library  Services  R605 

Court  Reporting  Services  R606 

Word  Processing/Typing  Service  R607 

Translation  Service  (Including  Sign  Language)  R608 

Stenographic  Services  R609 

Other  Administrative  Support  Services  R699 

MANAGEMENT. SUPPORT  SERVICES 

Advertising  Services  R?01 

Data  Collection  Services  R702 

Financial  Services  R703 

Auditing  Services  R704 

Debt  Collection  Service  R705 

Logistic  Support  Services  R706 

Contract,  Procurement  &  Acquisition  Support  Services  R707 

Public  Relations  Service  R708 

Other  Management  Support  Services  R799 
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OTHER  SERVICES  AND  CONSTRUCTION  CODES 

TITLE  CODE 

UTILITIES _&  HOUSEKEEPING  SERVICES 

Utilities 

Gas  Services  SI  1 1 

Electricity  Services  SI  1 2 

Telephone  and/or  Communications  Services  SI  13 

Water  Services  SI  14 

Other  Utilities  SI  19 

Housekeeping  Services 

Custodial  -  Janitorial  Services  S201 

Fire  Protection  Services  S202 

Food  Services  S203 

Fueling  &  Other  Petroleum  Services  -  Excluding  Storage  S204 

Garbage  Collection  Services  S205 

Guard  Services  S206 

Insect  &  Rodent  Control  Services  S207 

Landscaping/Groundskeeping  Services  S208 

Laundry  <&  Dry  Cleaning  Services  S209 

Surveillance  Services  S211 

Solid  Fuel  Handling  Services  S212 

Messenger  Services  S213 

Carpet  Laying  &  Cleaning  S214 

Warehouse  &  Storage  Services  S215 

Base  Opeations  Support  Services  S216 

Other  Housekeeping  Services  S299 

PHOTOGRAPHIC.  MAPPING.  PRINTING.  &  PUBLICATION  SERVICES 

Arts/Graphics  Services  T001 

Cartography  Services  T002 

Cataloging  Services  T003 

Charting  Services  T004 

Film  Processing  Services  T005 

Film/Video  Tape  Production  Services  T006 

Microform  Services  T007 

Photogrammet ry  Services  T008 

Aerial  Photographic  Services  T009 

General  Photographic  Services  T010 

Printing/Binding  Services  T011 

Reproduction  Services  T012 

Technical  Writing  Services  T013 

Topography  Services  T014 

General  Photographic  Services  -  Motion  T015 

Audio/Visual  Services  T016 

Other  Photographic,  Mapping,  Printing,  &  Publications  Services  T099 

TRAINING  SERVICES 

Lectures  for  Training  U001 

Personnel  Testing  U002 

Reserve  Training  (Military)  U003 

Scientific  &  Management  Education  U004 

Tuition  Fees  U005 

Vocational/Technical  U006 

Faculty  Salaries  for  Dependent  Schools  U007 

Other  Training  U009 

TRANSPORTATION  &  TRAVEL 

GBL  &  GTR  Procurements  V001 

MQ.tQ.r__PoQl  Operations  V002 

Packin.q/Cratinfl  Services  V003 
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OTHER  SERVICES  AND  CONSTRUCTION  CODES 


TITLE  £QI2£ 

Transportation  of  Things 

Cargo  &  Freight  Services  for  Transportation  of  Thinas 

Ai r  F reight  VI 1 1 

Motor  Freight  VI  1  2 

Rail  Freight  VI 1 3 

Stevedoring  VI 14 

Vessel  Freight  VI 15 

Other  Transportation  Cargo  Freight  Services  VI 19 

Vehicle  Charter  for  Transportation  Thing? 

Air  Charter  for  Things  V121 

Motor  Charter  for  Things  V122 

Rail  Charter  for  Things  V123 

Vessel  Charter  for  Things  V124 

Vessel  Towing  Services  V125 

Other  Vehicle  Charter  for  Transportation  of  Things  V129 


Travel  of  Persons 

Bassenaer  Service 


Air  Passenger  Service  V211 

Motor  Passenger  Service  V212 

Rail  Passenger  Service  V213 

Vessel  Passenger  Service  V214 

Vehicle  Charter  for  Passengers  (With  Operator) 

Passenger  Air  Charter  Service  V221 

Passenger  Motor  Charter  Service  V222 

Passenger  Rail  Charter  Service  V223 

Passenger  Marine  Charter  Service  V224 

Ambulance  Service  V225 

Taxicab  Services  V226 

Lodging  -  Hotel/Motel1  V231 

Military  Personnel  Recruiting  (Including  Subsistence  V241 

and/or  Lodging]  1 

Civilian  Personnel  Recruitment1  V25 1 

Other  Travel  Services  V999 

LEASE  OR  RENTAL  OF  EQUIPMENT  W0** 

LEASE  OR  RENTAL  OF  FACILITIES  X*** 


CONSTRUCTION  OF  STRUCTURES  &  FACILITIES 
Buildings  &  Facility  Structures 

Administrative  &  Service  Buildings 

Office  Buildings  Y1 1 1 

Other  Administrative  &  Service  Buildings  Y119 


Detailed  category  codes  not  provided. 

**  Enter  two  digits  of  Federal  Supply  Group  code  from  Table  1  (pages  21  and  22). 
***  Uses  last  three  digits  of  "Y"  Category  Codes  (pages  18  through  20). 
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OTHER  SERVICES  AND  CONSTRUCTION  CODES 


TIILE 

Airfield.  Communications.  &  Missile  Fac i  1  i t.jg.5. 

Air  Traffic  Control  Towers 

Air  Traffic  Control  Training  Facilities 

Radar  &  Navigational  Facilities 

Airport  Runways 

Airport  Terminals 

Missile  System  Facilities 

Electronic  S  Communication  Facilities 

Other  Airfield  Structures 

Educational  Buildings. 

Schools 

Other  Educational  Buildings 

Hospital  Buildings. 

Hospitals  Si  Infirmaries 
Laboratories  &  Clinics 
Other  Hospital  Buildings 

Industrial  Buildings. 

Ammunition  Facilities 

Maintenance  Buildings 

Production  Buildings 

Ship  Construction  S  Repair  Facilities 

Tank-Automotive  Facilities 

Other  Industrial  Buildings 

Residential  Buildings 

Family  Housing  Facilities 
Recreational  Buildings 
Troop  Housing  Facilities 
Dining  Facilities 
Religious  Facilities 
Other  Residential  Buildings 

Warehouse  Buildings 

Ammunition  Storage  Buildings 
Food  or  Grain  Storage  Buildings 
Fuel  Storage  Buildings 
Open  Storage  Facilities 
Other  Warehouse  Buildings 

Research  &  Development  Facilities 

Government-Owned  Company-Operated  (GOCO)  R&D  Facilities 
Gove rnmen t -Owned  Government-Operated  (GOGO)  R&D  Facilities 

Other  Buildings 

Museums  S  Exhibition  Buildings 
Testing  S  Measurement  Buildings 
Miscellaneous  Buildings 

Non-Building  Struc.tyx£s 

Conservation  &  Development 

Dams 

Canals 

Mine  Fire  Control  Facilities 
Mine  Subsidence  Control  Facilities 


Y 1 2 1 
Y1  22 
Y123 
Y 1 24 
Y125 
Y126 
Y127 
Y129 


Y131 

Y139 


Y 1 4 1 
Y 1 42 
Y149 


Y 1 5 1 
Y 1 52 
Y 1 53 
Y 1 54 
Y1  55 
Y 1 59 


Y161 
Y162 
Y 1 63 
Y 1 64 
Y165 
Y169 


Y171 
Y1  72 
Y1  73 
Y174 
Y179 


Y181 

Y182 


Y 1 9 1 
Y 1 92 
Y 1 99 


Y21 1 
Y21  2 
Y21  3 
Y21 4 
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OTHER  SERVICES  AND  CONSTRUCTION  CODES 


TITLE  CODE 

Surface  Mine  Reclamation  Facilities  Y215 

Dredging  Y216 

Other  Conservation  &  Development  Structures  Y219 

Highways,  Roads.  Streets.  &  Bridges 

Airport  Service  Roads  Y221 

Highways,  Roads,  Streets,  &  Bridges  Y222 

Tunnels  &  Subsurface  Structures  Y223 

Parking  Facilities  Construction  Y224 

Electric  Power  Generation  (EPG) 

EPG  -  Coal  Y231 

EPG  -  Gas  Y232 

EPG  -  Geothermal  Y233 

EPG  -  Hydro  Y234 

EPG  -  Nuclear  Y235 

EPG  -  Petroleum  Y236 

EPG  -  Solar  Y237 

EPG  -  Other,  Including  Transmission  Y239 

Utilities 

Fuel  Supply  Facilities  Y241 

Heating  &  Cooling  Plants  Y242 

Pollution  Abatement  &  Control  Facilities  Y243 

Sewage  &  Waste  Facilities  Y244 

Water  Supply  Facilities  Y245 

Other  Utilities  Y249 

Other  Non-Building  Facilities 

Recreation  Facilities  (Non-Building)  Y291 

Exhibit  Design  (Non-Building)  Y292 

Unimproved  Real  Property  (Land)  Y293 

All  Other  Non-Building  Facilities  Y299 

MAINTENANCE .  REPAIR.  OR  ALTERATION  OF  REAL  PROPERTY  Z*** 


***  Uses  last  three  digits  of  "Y"  Category  Codes  (pages  1  8  through  20). 
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PART  C 

SUPPLIES  AND  EQUIPMENT 


All  supply  and  equipment  items  should  be  coded  in  accordance  with  the  codes 
listed  in  Part  C.  Except  for  the  items  in  Federal  Supply  Group  (FSG)  category  19, 
"Ships,  Small  Craft,  Pontoons,  &  Floating  Docks,"  the  classifications  used  here  are 
those  contained  in  the  H-2  series  of  cataloging  handbooks,  covering  the  Federal 
Supply  Classification  system  and  personnel  should  refer  to  these  handbooks  for  a 
more  complete  description  of  the  codes.  In  the  case  of  ships,  a  more  detailed  code  is 
provided  here  than  is  shown  in  the  H-2  handbooks. 

The  FSG  codes  are  provided  below: 


FEDERAL  SUPPLY 

DFSCRTPTION  _ GRflUE - 


Weapons 

Nuclear  Ordnance 
Fire  Control  Equipment 
Ammunition  &  Explosives 
Guided  Missiles 


Aircraft  &  Airframe  Structural  Components  15 
Aircraft  Components  &  Accessories  16 
Aircraft  Launching,  Landing,  &  Ground  Handling  Equipment  17 
Space  Vehicles  16 
Ships,  Small  Craft,  Pontoons,  &  Floating  Docks  19 


Ship  &  Marine  Equipment  20 
Railway  Equipment  22 
Ground  Effect  Vehicles,  Motor  Vehicles,  Trailers,  &  Cycles  23 
Tractors  24 
Vehicular  Equipment  Components  25 


Tires  &  Tubes 

Engines,  Turbines,  &  Components 
Engine  Accessories 

Mechanical  Power  Transmission  Equipment 
Bearings 


26 

28 

29 

30 

31 


Woodworking  Machinery  &  Equipment 
Metalworking  Machinery 
Service  &  Trade  Equipment 
Special  Industry  Machinery 
Agricultural  Machinery  &  Equipment 

Construction,  Mining,  Excavating,  &  Highway  Maintenance 
Equipment 

Materials  Handling  Equipment 
Rope,  Cable,  Chain,  &  Fittings 

Refrigeration,  Air  Conditioning,  &  Air  Circulating 
Equipment 

Fire  Fighting,  Rescue,  &  Safety  Equipment 
Pumps  &  Compressors 

Furnace,  Steam  Plant,  &  Drying  Equipment:  <5  Nuclear  Reactors 
Plumbing,  Heating,  &  Sanitation  Equipment 
Water  Purification  &  Sewage  Treatment  Equipment 


32 

34 

35 

36 

37 

38 

39 

40 

41 


42 

43 

44 

45 

46 


Pipe,  Tubing,  Hose,  &  Fittings 
Valves 

Maintenance  &  Repair  Shop  Equipment 
Hand  Tools 
Measuring  Tools 
Hardware  &  Abrasives 


47 

48 

49 

51 

52 

53 
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FEDERAL  SUPPLY 

DESCRIPTION  GROUP 


Prefabricated  Structures  &  Scaffolding  54 

Lumber,  Millwork,  Plywood,  &  Veneer  55 

Construction  &  Building  Materials  56 

Communication,  Detection,  <5  Coherent  Radiation  Equipment  58 

Electrical  &  Electronic  Equipment  Components  59 

Fiber  Optics  Materials,  Components,  Assemblies,  and  60 

Accessories 

Electric  Wire  &  Power  Distribution  Equipment  61 

Lighting  Fixtures  &  Lamps  62 

Alarm,  Signal,  and  Security  Detection  Systems  63 

Medical,  Dental,  &  Veterinary  Equipment  &  Supplies  65 

Instruments  &  Laboratory  Equipment  66 

Photographic  Equipment  67 

Chemicals  &  Chemical  Products  68 

Training  Aids  &  Devices  69 

General  Purpose  Automatic  Data  Processing  Equipment,  (Includ-  70 

ing  Firmware),  Software,  Supplies,  &  Support  Equipment 

Furniture  7] 

Household  &  Commercial  Furnishings  &  Appliances  72 

Food  Preparation  &  Serving  Equipment  73 

Office  Machines,  Text  Processing  Systems,  &  Visible  74 

Record  Equipment 

Office  Supplies  &  Devices  75 

Books,  Maps,  &  Other  Publications  76 

Musical  Instruments,  Phonographs,  &  Home-Type  Radios  77 

Recreational  &  Athletic  Equipment  78 

Cleaning  Equipment  &  Supplies  79 

Brushes,  Paints,  Sealers,  &  Adhesives  80 

Containers,  Packaging,  &  Packing  Supplies  81 

Textiles,  Leather,  Furs,  Apparel,  &  Shoe  83 

Findings;  Tents  &  Flaps 

Clothing,  Individual  Equipment,  &  Insignia  84 

Toiletries  85 

Agricultural  Supplies  87 

Live  Animals  88 

Subsistence  89 

Fuels,  Lubricants,  Oils,  <&  Waxes  91 

Nonmetallic  Fabricated  Materials  93 

Nonmetallic  Crude  Materials  94 

Metal  Bars,  Sheets,  &  Shapes  95 

Ores,  Minerals,  &  Their  Primary  Products  96 

Miscellaneous  99 
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SUPPLY  AND  EQUIPMENT  CODES 

DESCRIPTION  '•  CODE 


WEAPONS  (If) 

GUNS  THROUGH  30  MM  If 05 
GUNS  OVER  30  MM  UP  TO  75  PM  1010 
GUNS  75  MM  THROUGH  125  MM  1015 
GUNS  OVER  125  MM  THROUGH  150  MM  1020 
GUNS  OVER  150  MM  THROUGH  200  MM  1025 
GUNS  OVER  200  MM  THROUGH  300  MM  1030 
GUNS  OVER  300  PM  1035 
CHEMICAL  WEAPONS  AND  EQUIPMENT  1040 
LAUNCHERS  TORPEDO  AND  DEPTH  CHARGE  1045 
LAUNCHERS  ROCKET  AND  PYROTECHNIC  1055 
NETS  AND  BOOMS  ORDNANCE  1070 
DEGAUSSING  AND  MINE  SWEEPING  EQUIPMENT  1075 
CAMOUFLAGE  AND  DECEPTION  EQUIPMENT  1080 
WPNS  ASSY  INTERCHANGE  BETWN  2  OR  MORE  1090 
MISCELLANEOUS  WEAPONS  1095 

NUCLEAR  ORDNANCE  (11) 

NUCLEAR  BOMBS  1105 
NUCLEAR  PROJECTILES  1110 
NUCLEAR  WARHEADS  AND  WARHEAD  SECTIONS  1115 
NUCLEAR  DEPTH  CHARGES  1120 
NUCLEAR  DEMOLITION  CHARGES  1125 
NUCLEAR  ROCKETS  1127 
CONVERSION  KITS,  NUCLEAR  ORDNANCE  1130 
FUSING  AND  FIRING  DEVICES  NUCLEAR  ORD  1135 
NUCLEAR  COMPONENTS  1140 
NUCLEAR  EXPLOSIVE  AND  PYROTECHNIC  COMPS  1145 
NUCLEAR  TEST  AND  HANDLING  EQUIPMENT  1190 
MISCELLANEOUS  NUCLEAR  ORDNANCE  1195 

FIRE  CONTROL  EQUIPMENT  (12) 

FIRE  CONTROL  DIRECTORS  1210 
FIRE  CONTROL  COMPUTING  SIGHTS  &  DEVICES  1220 
FIRE  CONTROL  SYSTEMS  COMPLETE  1230 
OPTICAL  SIGHTING  AND  RANGING  EQUIPMENT  1240 
FIRE  CONTROL  STABILIZING  MECHANISMS  1250 
FIRE  CNTL  DESIGNATING  -  INDICATING  EQUIP  1260 
FIRE  CONTROL  EQUIPMENT  EXCEPT  AIRBORNE  1265 
AIRCRAFT  GUNNERY  FIRE  CONTROL  COMPONENTS  1270 
AIRCRAFT  BOMBING  FIRE  CONTROL  COMPONENTS  1280 
FIRE  CONTROL  RADAR  EQUIP  EXCEPT  AIRBORNE  1285 
FIRE  CONTROL  SONAR  EQUIPMENT  1287 
MISCELLANEOUS  FIRE  CONTROL  EQUIPMENT  1290 

AMMUNITION  AND  EXPLOSIVES  (13) 

AMMUNITION  THROUGH  30  MM  1305 
AMMUNITION  OVER  30  MM  UP  TO  75  MM  1310 
AMMUNITION  75  Ml  THROUGH  125  MM  1315 
AMMUNITION  OVER  125  MM  1320 
BOMBS  1325 
GRENADES  1330 
GUIDED  MSL  WARHEADS  -  EXPLOSIVE  COMPS  1336 
MSL  AND  SPACE  VEH  EXPLOSIVE  PROPULSION  1337 
MSL  AND  SPACE  VEH  INERT  PROPULSION  1338 
ROCKETS  AND  ROCKET  AMMUNITION  1340 
LANDMINES  1345 
UNDERWATER  MINE  INERT  COMPONENTS  1350 
UNDERWATER  MINE  EXPLOSIVE  COMPONENTS  1351 
TORPEDO  INERT  COMPONENTS  1355 
TORPEDO  EXPLOSIVE  COMPONENTS  1356 
DEPTH  CHARGE  INERT  COMPONENTS  1360 


23 


SUPPLY  AND  EQUIPMENT  CODES 


BESCBIEIIflN  £QEE 

DEPTH  CHARGE  EXPLOSIVE  COMPONENTS  1361 
MILITARY  CHEMICAL  AGENTS  1365 
PYROTECHNICS  1370 
DEMOLITION  MATERIALS  1375 
BULK  EXPLOSIVES  1376 
CARTRIDGE  &  PROPELLENT  ACTUATED  DEVICES  1377 
EXPLOSIVE  ORD  DISPOSAL  TOOLS  -  SURFACE  1385 
EXPLOSIVE  ORD  DISPOSAL  TOOL-UNDERWATER  1386 
FUSES  AND  PRIMERS  1390 
MISCELLANEOUS  ANWUNITION  1395 
AMMUNITION  HANDLING  AND  SERVICING  EQUIP  1398 

GUIDED  MISSILES  (14) 

GUIDED  MISSILES  1410 
GUIDED  MISSILE  COMPONENTS  1420 
GUIDED  MISSILE  SYSTEMS,  COMPLETE  1425 
GUIDED  MISSILE  SUBSYSTEMS  1427 
GUIDED  MISSILE  REMOTE  CONTROL  SYSTEMS  1430 
LAUNCHERS  GUIDED  MISSILE  1440 
GUIDED  MISSILE  HANDLING  SERVICING  EQUIP  1450 

AIRCRAFT  AIRFRAME  STRUCTURAL  COMPONENTS  (15) 

AIRCRAFT  FIXED  WING  1510 
AIRCRAFT  ROTARY  WING  1520 
GLIDERS  1540 
DRONES  1550 
AIRFRAME  STRUCTURAL  COMPONENTS  1560 

AIRCRAFT  COMPONENTS  AND  ACCESSORIES  (16) 

AIRCRAFT  PROPELLERS  1610 
HELICOPTER  ROTOR  BLADES-DRIVE  MECHANISIM  1615 
AIRCRAFT  LANDING  GEAR  COMPONENTS  1620 
AIRCRAFT  WHEEL  AND  BRAKE  SYSTEMS  1630 
AIRCRAFT  HYDRAULIC  VACUUM  DE-ICING  COMPS  1650 
AIRCRAFT  AIR  CONDITIONING  HEATING  EQUIP  1660 
PARACHUTES  RECOVERY  SYS  AND  TIE  DOWN  EQ  1670 
MISCL  AIRCRAFT  ACCESSORIES  COMPONENTS  1680 

ACFT  LAUNCHING,  LDG ,  &  GND ,  HANDLING  EQUIP  (17) 

AIRCRAFT  ARRESTING  BARRIER  &  EQUIPMENT  1710 
AIRCRAFT  LAUNCHING  EQUIPMENT  1720 
AIRCRAFT  GROUND  SERVICING  EQUIPMENT  1730 
AIRFIELD  SPECIALIZED  TRUCKS  AND  TRAILERS  1740 

SPACE  VEHICLES  (18) 

SPACE  VEHICLES  1810 
SPACE  VEHICLE  COMPONENTS  1820 
SPACE  VEHICLE  REMOTE  CONTROL  SYSTEMS  1830 
SPACE  VEHICLE  LAUNCHERS  1840 
SPACE  VEHICLE  HANDLING  &  SERVICING  EQUIP  1850 
SPACE  SURVIVAL  EQUIPMENT  1860 

SHIPS,  SMALL  CFT,  PONTOONS  &  FLOATING  DOCK  (19) 

FRIGATES  AND  CORVETTES  1900 
AIRCRAFT  CARRIERS  1901 
CRUISERS  1902 
DESTROYERS  1903 
SUBMARINES  1904 
SUBCHASERS  1905 
MINELAYERS  AND  MINESWEEPERS  1906 
LANDING  CRAFT  1907 
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SUPPLY  AND  EQUIPMENT  CODES 


DESCRIPTION 


TORPEDO  BOATS  AND  GUN  BOATS 
HYDROFOILS 

TRANSPORT  VESSELS  -  PASSENGER  AND  TROOP 

AMPHIBIOUS  ASSUALT  SHIPS 

CARGO  AND  TANKER  VESSELS 

FISHING  VESSELS 

TUGS  AND  TOWBOATS 

FIRE  BOATS 

ICE  BREAKERS 

REPAIR  SHIPS 

TENDER  VESSELS 

LIGHTSHIPS 

CABLE  SHIPS 

SALVAGE  VESSELS 

RESCUE  VESSELS 

BARGES  AND  LIGHTERS  CARGO 

BARGES  AND  LIGHTERS  SPECIAL  PURPOSE 

SMALL  CRAFT 

PONTOONS  AND  FLOATING  DOCKS 
FLOATING  DRYDOCKS 
DREDGES 

MISCELLANEOUS  VESSELS 


1908 

1909 

1910 

191 1 
1915 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928 

1929 

1930 
1935 
1940 
1945 
1950 
1955 
1990 


SHIP  AND  MARINE  EQUIPMENT 


(20) 


SHIP  AND  BOAT  PROPULSION  COMPONENTS 
RIGGING  AND  RIGGING  GEAR 
DECK  MACHINERY 

MARINE  HARDWARE  AND  HULL  ITEMS 
BUOYS 

COMMERCIAL  FISHING  EQUIPMENT 
MISCELLANEOUS  SHIP  AND  MARINE  EQUIPMENT 


2010 

2020 

2030 

2040 

2050 

2060 

2090 


RAILWAY  EQUIPMENT 


LOCOMOTIVES  2210 
RAIL  CARS  2220 
RAILROAD  RIGHT  OF  WAY  CONSTR  EQUIP  2230 
LOCOMOTIVE  &  RAIL  CAR  ACCESSORIES  8.  COMP  2240 
TRACK  MATERIALS  RAILROAD  2250 


MOTOR  VEHICLES,  TRAILERS,  AND  CYCLES 


(23) 


GROUND  EFFECT  VEHICLES 
PASSENGER  MOTOR  VEHICLES 
TRUCKS  AND  TRUCK  TRACTORS  WHEELED 
TRAILERS 

MOTORCYCLES  MOTOR  SCOOTERS  AND  BICYCLES 
COMBAT  ASSAULT  &  TACTICAL  VEH  -  TRACKED 


2305 

2310 

2320 

2330 

2340 

2350 


TRACTORS 


(24) 


TRACTORS  FULL  TRACK  LOW  SPEED 

TRACTORS  WHEELED 

TRACTORS  TRACK  LAYING  HIGH  SPEED 


2410 

2420 

2430 


VEHICULAR  EQUIPMENT  COMPONENTS 


VEHICULAR  CAB  BODY  FRAME  STRUCTURAL  COMP  2510 
VEHICULAR  POWER  TRANSMISSION  COMPONENTS  2520 
VEHICULAR  BRAKE  STEERING  AXLE  WHEEL  COMP  2530 
VEHICULAR  FURNITURE  AND  ACCESSORIES  2540 
MISCELLANEOUS  VEHICULAR  COMPONENTS  2590 


TIRES  AND  TUBES 


(26) 
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SUPPLY  AND  EQUIPMENT  CODES 


DESCRIPTION  CQJ2E 

TIRES  &  TUBES  PNEUMATIC  EXCEPT  AIRCRAFT  2610 
TIRES  AND  TUBES  PNEUMATIC  AIRCRAFT  2620 
TIRES  SOLID  AND  CUSHION  2630 
TIRE  REBUILDING  -  TIRE  &  TUBE  REPAIR  MTL  2640 

ENGINES,  TURBINES,  AND  COMPONENTS  (28) 

GAS  RECIPROCATING  ENG  -  EXCEPT  AIRCRAFT  2805 
GAS  RECIPROCATING  ENG  -  AIRCRAFT  &  COMPS  2810 
DIESEL  ENGINES  AND  COMPONENTS  2815 
STEAM  ENGINES  RECIPROCATING  &  COMPONENTS  2820 
STEAM  TURBINES  AND  COMPONENTS  2825 
WATER  TURBINES  -  WATER  WHEELS  &  COMPS  2830 
GAS  TURBINES  AND  JET  ENG  EXCEPT  AIRCRAFT  2835 
GAS  TURBINES  AND  JET  ENGINES  AIRCRAFT  2840 
ROCKET  ENGINES  AND  COMPONENTS  2845 
GASOLINE  ROTORY  ENGINES  &  COMPONENTS  2850 
MISCELLANEOUS  ENGINES  AND  COMPONENTS  2895 

ENGINE  ACCESSORIES  (29) 

ENGINE  FUEL  SYS  COMPONENTS  NONAIRCRAFT  2910 
ENGINE  FUEL  SYSTEM  COMPONENTS  AIRCRAFT  2915 
ENGINE  ELECTRICAL  SYS  COMPS  NONAIRCRAFT  2920 
ENGINE  ELECTRICAL  SYS  COMPS  -  AIRCRAFT  2925 
ENGINE  COOLING  SYS  COMPS  -  NONAIRCRAFT  2930 
ENGINE  COOLING  SYS  COMPONENTS  -  AIRCRAFT  2935 
ENGINE  AIR  &  OIL  FILTERS  -  NONAIRCRAFT  2940 
ENGINE  AIR  S  OIL  FILTERS  -  AIRCRAFT  2945 
TURBOSUPERCHARGERS  2950 
MISC  ENGINE  ACCESSORIES  -  NONAIRCRAFT  2990 
MISC  ENGINE  ACCESSORIES  -  AIRCRAFT  2995 

MECHANICAL  POWER  TRANSMISSION  EQUIPMENT  (30) 

TORQUE  CONVERTERS  AND  SPEED  CHANGERS  3010 
GEARS- PULLEYS  SPROCKETS  AND  TRANS  CHAIN  3020 
BELTING  DRIVE  BELTS  FAN  BELTS  &  ACCESS  3030 
MISCELLANEOUS  POWER  TRANSMISSION  EQUIP  3040 

BEARINGS  ■  <3') 

BEARINGS  ANTIFRICTION  UNCOUNTED  3110 
BEARINGS  PLAIN  UNMOUNTED  3120 
BEARINGS  MOUNTED  3130 

WOODWORKING  MACHINERY  AND  EQUIPMENT  (32) 

SAWMILL  AND  PLANING  MILL  MACHINERY  3210 
WOODWORKING  MACHINES  3220 
TOOLS  -  ATTACHMENTS  FOR  WOODWORKING  MACH  3230 

METALWORKING  MACHINERY  (34) 

SAWS  AND  FILING  MACHINES  3405 
MACHINING  CENTERS  &  WAY-TYPE  MACHINES  3408 
ELECTRICAL  &  ULTRASONIC  EROSION  MACHINES  3410 
BORING  MACHINES  3411 
BROACHING  MACHINES  3412 
DRILLING  AND  TAPPING  MACHINES  3413 
GEAR  CUTTING  AND  FINISHING  MACHINES  3414 
GRINDING  MACHINES  3415 
LATHES  3416 
MILLING  MACHINES  3417 
PLANERS  AND  SHAPERS  3418 
MISCELLANEOUS  MACHINE  TOOLS  3419 
ROLLING  MILLS  AND  DRAWING  MACHINES  3422 
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SUPPLY  AND  EQUIPMENT  CODES 

DESCRIPTION  QQQZ 

METAL  HEAT  TREATING  EQUIPMENT  3424 

METAL  FINISHING  EQUIPMENT  3426 

ELECTRIC  ARC  WELDING  EQUIPMENT  3431 

ELECTRIC  RESISTANCE  WELDING  EQUIPMENT  3432 

GAS  WELDING  HEAT  CUTTING  -  METALIZING  EQ  3433 

WELDING  POSITIONERS  AND  MANIPULATORS  3436 

MISCELLANEOUS  WELDING  EQUIPMENT  3438 

MISC  WELDING  SOLDERING  &  BRAZING  SUPPLY  3439 

BENDING  AND  FORMING  MACHINES  3441 

HYDRAULIC  AND  PNEUMATIC  PRESSES  POWER  DR  3442 

MECHANICAL  PRESSES  POWER  DRIVEN  3443 

MANUAL  PRESSES  3444 

PUNCHING  AND  SHEARING  MACHINES  3445 

FORGING  MACHINERY  AND  HAMMERS  3446 

WIRE  AND  METAL  RIBBON  FORMING  MACHINES  3447 

RIVETING  MACHINES  3448 

MSC  SECONDARY  METAL  FORMING-CUTTING  MACH  3449 

MACHINE  TOOLS  PORTABLE  3450 

CUTTING  TOOLS  FOR  MACHINE  TOOLS  3455 

CUTTING  TOOLS  FOR  SECONDARY  METAL  MACH  3456 

MACHINE  TOOL  ACCESSORIES  3460 

ACCESSORIES  -SECONDARY  METALWORKING  MACH  3461 

PRODUCTION  JIGS  FIXTURES  AND  TEMPLATES  3465 

MACHINE  SHOP  SETS  KITS  AND  OUTFITS  3470 

SERVICE  AND  TRADE  EQUIPMENT  (35) 

LAUNDRY  AND  DRY  CLEANING  EQUIPMENT  3510 

SHOE  REPAIRING  EQUIPMENT  3520 

INDUSTRIAL  SEWING  MACHINE  &  MOBILE  TEXTILE  3530 

WRAPPING  AND  PACKAGING  MACHINERY  3540 

VENDING  AND  COIN  OPERATED  MACHINES  3550 

MISC  SERVICE  AND  TRADE  EQUIPMENT  3590 

SPECIAL  INDUSTRY  MACHINERY  (36) 

FOOD  PRODUCTS  MACHINERY  AND  EQUIPMENT  3605 

PRINTING  DUPLICATING  &  BOOKBINDING  EQUIP  3610 

INDUSTRIAL  MARKING  MACHINES  3611 

PULP  AND  PAPER  INDUSTRIES  MACHINERY  3615 

RUBBER  &  PLASTIC  WORKING  MACHINERY  3620 

TEXTILE  INDUSTRIES  MACHINERY  3625 

CLAY-CONCRETE  PRODUCTS  INDUSTRIES  MACH  3630 

CRYSTAL  8,  GLASS  INDUSTRIES  MACHINERY  3635 

TOBACCO  MANUFACTURING  MACHINERY  3640 

LEATHER  TANNING  AND  WORKING  MACHINERY  3645 

CHEMICAL  AND  PHARMACEUTICAL  MACHINERY  3650 

GAS  GENERATING  AND  DISPENSING  SYSTEM  3655 

INDUSTRIAL  SIZE  REDUCTION  MACHINERY  3660 

PRINTED  CIRCUIT  BOARD  MFG  MACH  3670 

FOUNDRY  MACHINERY  -  RELATED  EQUIP  &  SUP  3680 

SPECIALIZED  METAL  CONTAINER  MFG  MACH  3685 

SPECIALIZED  AMMUNITION  AND  ORDNANCE  MACH  3690 

INDUSTRIAL  ASSEMBLY  MACHINES  3693 

CLEAN  WORK  STATIONS  ENVIRONMENT  EQUIP  3694 

MISCELLANEOUS  SPECIAL  INDUSTRY  MACHINERY  3695 

AGRICULTURAL  MACHINERY  AND  EQUIPMENT  (37) 

SOIL  PREPARATION  EQUIPMENT  3710 

HARVESTING  EQUIPMENT  3720 

DAIRY  POULTRY  AND  LIVESTOCK  EQUIPMENT  3730 

PEST  DISEASE  AND  FROST  CONTROL  EQUIPMENT  3740 

GARDENING  IMPLEMENTS  AND  TOOLS  3750 

ANIMAL  DRAWN  VEHICLES  AND  FARM  TRAILERS  3760 

SADDLERY  HARNESS  WHIPS  AND  FURNISHINGS  3770 
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SUPPLY  AND  EQUIPMENT  CODES 

DESCRIPTION  CODE 

CONST,  MINING,  EXCAVATING  &  HWY  MAINTENANC  (38) 

EARTH  MOVING  AND  EXCAVATING  EQUIPMENT  3805 

CRANES  AND  CRANE-SHOVELS  3810 

CRANE  AND  CRANE-SHOVEL  ATTACHMENTS  3815 

MINING  ROCK  DRILLING  EARTH  BORING  EQUIP  3820 

ROAD  CLEARING  AND  CLEANING  EQUIPMENT  3825 

TRUCK  AND  TRACTOR  ATTACHMENTS  3830 

PETROLEUM  PRODUCTION-DISTRIBUTION  EQUIP  3835 

MISCELLANEOUS  CONSTRUCTION  EQUIPMENT  3895 

MATERIALS  HANDLING  EQUIPMENT  (39) 

CONVEYORS  3910 

MATERIALS  FEEDERS  3915 

MAT  HANDLING  EQUIP  -  NONSELF-PROPELLED  3920 

WAREHOUSE  TRKS  &  TRACTORS  SELF-PROPELLED  3930 

BLOCKS  TACKLE  RIGGING  AND  SLINGS  3940 

WINCHES  HOISTS  CRANES  AND  DERRICKS  3950 

ELEVATORS  AND  ESCALATORS  3960 

MISCELLANEOUS  MATERIALS  HANDLING  EQUIP  3990 

ROPE,  CABLE,  CHAIN  AND  FITTINGS  (40) 

CHAIN  AND  WIRE  ROPE  4010 

FIBER  ROPE  CORDAGE  AND  TWINE  4020 

FITTINGS  FOR  ROPE  CABLE  AND  CHAIN  4030 

REFRIGERATION  &  AIR  CONDITIONING  EQUIPMENT  (41) 

REFRIGERATION  EQUIP  4110 

AIR  CONDITIONING  EQUIP  4120 

REFRIGERATION  AND  AIR  CONDITIONING  COMP  4130 

FANS  AIR  CIRCULATORS  &  BLOWER  EQUIP  4140 

FIRE  FIGHTING,  RESCUE  &  SAFETY  EQUIPMENT  (42) 

FIRE  FIGHTING  EQUIPMENT  4210 

MARINE  LIFESAVING  AND  DIVING  EQUIPMENT  4220 

DECONTAMINATING  AND  IMPREGNATING  EQUIP  4230 

SAFETY  AND  RESCUE  EQUIPMENT  4240 

PUMPS  AND  COMPRESSORS  (43) 

COMPRESSORS  AND  VACUUM  PUMPS  4310 

POWER  AND  HAND  PUMPS  4320 

CENTRIFUGALS  SEPARATORS  AND  FILTERS  4330 

FURNACE,  STEAM  PLANT,  DRYING  EQUIP  &  NUCL  (44) 

INDUSTRIAL  BOILERS  4410 

HEAT  EXCHANGERS  AND  STEAM  CONDENSERS  4420 

INDUSTRIAL  FURNACES  KILNS  LEHRS  &  OVENS  4430 

DRIERS  DEHYDRATORS  AND  ANHYDRATORS  4440 

AIR  PURIFICATION  EQUIPMENT  4460 

NUCLEAR  REACTORS  4470 

PLUMBING,  HEATING  &  SANITATION  EQUIPMENT  (45) 

PLUMBING  FIXTURES  AND  ACCESSORIES  4510 

SPACE  HEATING  EQUIP  AND  WATER  HEATERS  4520 

FUEL  BURNING  EQUIPMENT  UNITS  4530 

MISC  PLUMBING  HEATING  4  SANITATION  EQUIP  4540 

WATER  PURIFICATION  &  SEWAGE  TREATMENT  EQUI  (46) 
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SUPPLY  AND  EQUIPMENT  CODES 


DESCRIPTION  CQCE 

WATER  PURIFICATION  EQUIPMENT  4610 

WATER  DISTILLATION  EQUIP  MARINE  &  INDUST  4620 

SEWAGE  TREATMENT  EQUIPMENT  4630 

PIPE,  TUBING,  HOSE  <&  FITTINGS  (47) 

PIPE  AND  TUBE  4710 

HOSE  AND  TUBING  FLEXIBLE  4720 

FITTINGS  -  HOSE  PIPE  &  TUBE  4730 

VALVES  (48) 

VALVES  POWERED  4810 

VALVES  NONPOWERED  4820 

MAINTENANCE  &  REPAIR  SHOP  EQUIPMENT  (49) 

MOTOR  VEHICLE  MAINTENANCE  EQUIPMENT  4910 

AIRCRAFT  MAINTENANCE  &  REPAIR  SHOP  EQUIP  4920 

TORPEDO  MAINT  REPAIR  &  CHECKOUT  EQUIP  4921 

DEPTH  CHARGES-MINES  MAINT  &  REPAIR  EQUIP  4923 

AMMUNITION  MAINTENANCE  -  CHECKOUT  EQUIP  4925 

ROCKET  MAINTENANCE  AND  REPAIR  EQUIPMENT  4927 

LUBRICATION  &  FUEL  DISPENSING  EQUIPMENT  4930 

FIRE  CONTROL  MAINTENANCE  EQUIPMENT  4931 

WEAPONS  MAINTENANCE  EQUIPMENT  4933 

GUIDED  MISSILE  MAINTENANCE  EQUIPMENT  4935 

MISCELLANEOUS  MAINTENANCE  EQUIPMENT  4940 

SPACE  VEHICLE  MAINTENANCE  EQUIPMENT  4960 

HAND  TOOLS  *  (51) 

HAND  TOOLS  EDGED  NONPOWERED  5110 

HAND  TOOLS  NONEDGED  NONPOWERED  5120 

HAND  TOOLS  POWER  DRIVEN  5130 

DRILL  BITS  COUNTERBORES  AND  COUNTERSINKS  5133 

TAPS  DIES  AND  COLLETS  HAND  AND  MACHINE  5136 

TOOL  AND  HARDWARE  BOXES  5140 

SETS  KITS  AND  OUTFITS  OF  HAND  TOOLS  5180 

MEASURING  TOOLS  (52) 

MEASURING  TOOLS  CRAFTSMENS  5210 

INSPECTION  GAGES  6  PRECISION  LAYOUT  TOOL  5220 

SETS  KITS  AND  OUTFITS  OF  MEASURING  TOOLS  5280 

HARDWARE  AND  ABRASIVES  (53) 

SCREWS  5305 

BOLTS  5306 

STUDS  5307 

NUTS  AND  WASHERS  5310 

NAILS  KEYS  AND  PINS  5315 

RIVETS  5320 

FASTENING  DEVICES  5325 

PACKING  AND  GASKET  MATERIALS  5330 

METAL  SCREENING  5335 

MISCELLANEOUS  HARDWARE  5340 

DISKS  AND  STONES  ABRASIVE  5345 

ABRASIVE  MATERIALS  5350 

KNOBS  AND  POINTERS  5355 

COIL .FLAT  AND  WIRE  SPRINGS  5360 

RINGS  SHIMS  AND  SPACERS  5365 

PREFABRICATED  STRUCTURES  &  SCAFFOLDING  (54) 
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SUPPLY  AND  EQUIPMENT  CODES 


DESCRIPTION  CflEE 

PREFABRICATED  AND  PORTABLE  BUILDINGS  5410 
RIGID  WALL  SHELTERS  5411 
BRIDGES  FIXED  AND  FLOATING  5420 
STORAGE  TANKS  5430 
SCAFFOLDING  EQUIPMENT  AND  CONCRETE  FORMS  5440 
PREFABRICATED  TOWER  STRUCTURES  5445 
MISCELLANEOUS  PREFABRICATED  STRUCTURES  5450 

LUMBER,  MILLWORK,  PLYWOOD  &  VENEER  (55) 

LUMBER  AND  RELATED  BASIC  WOOD  MATERIALS  5510 
MILLWORK  5520 
PLYWOOD  AND  VENEER  5530 

CONSTRUCTION  &  BUILDING  MATERIALS  (56) 

MINERAL  CONSTRUCTION  MATERIALS  BULK  5610 
BUILDING  GLASS  TILE  BRICK  AND  BLOCK  5620 
PIPE  AND  CONDUIT  N0N4ETALLIC  5630 
WALLBOARD  BLDG  &  THERMAL  INSULATION  MAT  5640 
ROOFING  AND  SIDING  MATERIALS  5650 
FENCING  FENCES  AND  GATES  5660 
ARCHITECTURAL  AND  RELATED  METAL  PRODUCTS  5670 
MISCELLANEOUS  CONSTRUCTION  MATERIALS  5680 

COMMUNICATION  EQUIPMENT  (58) 

TELEPHONE  AND  TELEGRAPH  EQUIPMENT  5805 
COMUNI  CAT  IONS  SECURITY  EQUIP  AND  COMPS  5810 
OTHER  CRYPTOLOGIC  EQUIPMENT  &  COMPONENTS  5811 
TELETYPE  AND  FACSIMILE  EQUIPMENT  5815 
RADIO  TV  EQUIPMENT  EXCEPT  AIRBORNE  5820 
RADIO  AND  TV  EQUIPMENT  AIRBORNE  5821 
RADIO  NAVIGATION  EQUIP  -  EXCEPT  AIRBORNE  5825 
RADIO  NAVIGATION  EQUIPMENT  AIRBORNE  5826 
INTERCOM  PUBLIC  ADDRESS  SYS  EX  AIRBORNE  5830 
INTERCOMM  PUBLIC  ADDRESS  SYS  -  AIRBORNE  5831 
SOUND  RECORDING  &  REPRODUCING  EQUIPMENT  5835 
VIDEO  RECORDING  AND  REPRODUCING  EQUIPMENT  5836 
RADAR  EQUIPMENT  EXCEPT  AIRBORNE  5840 
RADAR  EQUIPMENT  AIRBORNE  5841 
UNDERWATER  SOUND  EQUIPMENT  5845 
VISIBLE  INVISIBLE  LIGHT  COMUN  EQUIPMENT  5850 
NIGHT  VISION  EQUIPMENT  5855 
STIMULATED  COHERENT  RADIATION  DEVICES  5860 
ELCT  COUNTERMEASURES  &  QUICK  REACT  EQUIP  5865 
MISCELLANEOUS  COMMUNICATION  EQUIPMENT  5895 

ELECTRICAL  &  ELECTRONIC  EQUIPMENT  COMPONEN  (59) 

RESISTORS  5905 
CAPACITORS  5910 
FILTERS  AND  NETWORKS  5915 
FUSES  AND  LIGHTNING  ARRESTERS  5920 
CIRCUIT  BREAKERS  5925 
SWITCHES  5930 
CONNECTORS  ELECTRICAL  5935 
LUGS  TERMINALS  AND  TERMINAL  STRIPS  5940 
RELAYS  AND  SOLENOIDS  5945 
COILS  AND  TRANSFORMERS  5950 
PIEZOELECTRIC  CRYSTALS  5955 
ELECTRON  TUBES  &  ASSOC  HARDWARE  5960 
SEMI  CONDUCTOR  DEVICES  &  ASSOC  HARDWARE  5961 
MICROCIRCUITS  -  ELECTRONIC  5962 
ELECTRONIC  MODULES  5963 
HEADSETS  HANDSETS  MICROPHONES  &  SPEAKERS  5965 
ELECTRICAL  INSULATORS  AND  INSULATING  MAT  5970 
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SUPPLY  AND  EQUIPMENT  CODES 

DESCRIPTION  CODE 

ELECTRICAL  HARDWARE  AND  SUPPLIES  5975 

ELECTRICAL  CONTACT  BRUSHES  &  ELECTRODES  5977 

ANTENNAS  WAVEGUIDES  &  RELATED  EQUIPMENT  5985 

SYNCHROS  AND  RESOLVERS  5990 

CABLE  CORD  WIRE  ASSEMBLIES  -  COMM  EQUIP  5995 

MSC  ELECTRICAL  AND  ELECTRONIC  COMPONENTS  5999 

FIBER  OPTICS  MATS,  COMPONENTS,  ASSEMBLIES  (60) 

FIBER  OPTIC  CONDUCTORS  6010 

FIBER  OPTIC  CABLES  6015 

FIBER  OPTIC  CABLE  ASSMBLY  &  HARNESES  6020 

FIBER  OPTIC  DEVICES  6030 

FIBER  OPTIC  INTERCONNECTORS  6060 

FIBER  OPTIC  ACCESSORIES  AND  SUPPLIES  6070 

FIBER  OPTIC  KITS  &  SETS  6080 

ELECTRIC  WIRE,  &  POWER  &  DISTRIBUTION  EQUI  (61) 

MOTORS  ELECTRICAL  6105 

ELECTRICAL  CONTROL  EQUIPMENT  6110 

GENERATORS  AND  GENERATOR  SETS  ELECTRICAL  6115 

FUEL  CELL  POWER  UNITS  AND  COMP  6116 

TRANSFORMERS  -  DISTRIBUTION  &  POWER  STA  6120 

CONVERTERS  ELECTRICAL  ROTATING  6125 

CONVERTERS  ELECTRICAL  NON  ROTATING  6130 

BATTERIES  PRIMARY  6135 

BATTERIES  SECONDARY  6140 

WIRE  AND  CABLE  ELECTRICAL  6145 

MISC  ELECTRIC  POWER  &  DISTRIBUTION  EQ  6150 

LIGHTING  FIXTURES  AND  LAMPS  (62) 

INDOOR  &  OUTDOOR  ELEC  LIGHTING  FIXTURES  6210 

ELECTRIC  VEHICULAR  LIGHTS  AND  FIXTURES  6220 

ELECTRIC  PORTABLE  &  HAND  LIGHTING  EQUIP  6230 

ELECTRIC  LAMPS  6240 

BALLASTS  LAMPHOLDERS  AND  STARTERS  6250 

NONELECTRICAL  LIGHTING  FIXTURES  6260 

ALARM  AND  SIGNAL  SYSTEMS  (63) 

TRAFFIC  AND  TRANSIT  SIGNAL  SYSTEMS  6310 

SHIPBOARD  ALARM  AND  SIGNAL  SYSTEMS  6320 

RAILROAD  SIGNAL  AND  WARNING  DEVICES  6330 

AIRCRAFT  ALARM  AND  SIGNAL  SYSTEMS  6340 

MISCELLANEOUS  ALARM  AND  SIGNAL  SYSTEMS  6350 

MEDICAL,  DENTAL,  &  VETERINARY  EQUIPMENT  (65) 

DRUGS  BIOLOGICALS  AND  OFFICIAL  REAGENTS  6505 

MEDICATED  COSMETICS  AND  TOILETRIES  6508 

SURGICAL  DRESSING  MATERIALS  6510 

MEDICAL  SURGICAL  INSTRUMENTS  EQUIP  &  SUP  6515 

DENTAL  INSTRUMENTS  EQUIP  AND  SUPPLIES  6520 

X-RAY  EQUIP  SUPPLIES  -  MEDICAL  &  DENTAL  6525 

HOSPITAL  FURNITURE  EQUIP  UTENSILS  &  SUP  6530 

HOSPITAL  &  SURGICAL  CLOTHING  6532 

OPTICIANS  INSTRUMENTS  EQUIP  &  SUPPLIES  6540 

MEDICAL  SETS  KITS  AND  OUTFITS  6545 

IN  VITRO  DIAGNOSTIC  SUBSTANCES,  REAGENTS,  6550 

INSTRUMENTS  AND  LABORATORY  EQUIPMENT  (66) 

NAVIGATIONAL  INSTRUMENTS  6605 

FLIGHT  INSTRUMENTS  6610 

AUTOMATIC  PILOT  MECHANISMS  AIRBORNE  GYRO  6615 

ENGINE  INSTRUMENTS  6620 
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SUPPLY  AND  EQUIPMENT  CODES 

DESCRIPTION  CODE 

ELECTRICAL  ELECTRONIC  MEASURING  INSTRUMT  6625 

CHEMICAL  ANALYSIS  INSTRUMENTS  6630 

PHYSICAL  PROPERTIES  TESTING  EQUIPMENT  6635 

ENVIRONMENTAL  CHAMBERS  AND  RELATED  EQUIP  6636 

LABORATORY  EQUIPMENT  AND  SUPPLIES  6640 

TIME  MEASURING  INSTRUMENTS  6645 

OPTICAL  INSTRUMENTS  6650 

GEOPHYSICAL  AND  ASTRONOMICAL  INSTRUMENTS  6655 

METEOROLOGICAL  INSTRUMENTS  AND  APPARATUS  6660 

HAZARD-DETECTING  INSTRUMENTS  &  APPARATUS  6665 

SCALES  AND  BALANCES  6670 

DRAFTING  SURVEYING  &  MAPPING  INSTRUMENTS  6675 

LIQUID-GAS-MOTION  MEASURING  INSTRUMENTS  6680 

PRESSURE  TEMP  HUMIDITY  INSTRUMENTS  6685 

COMBINATION  &  MISCELLANEOUS  INSTRUMENTS  6695 

PHOTOGRAPHIC  EQUIPMENT  (67) 

CAMERAS  MOTION  PICTURE  67)0 

CAMERAS  STILL  PICTURE  6720 

PHOTOGRAPHIC  PROJECTION  EQUIPMENT  6730 

PHOTO  DEVELOPLNG  AND  FINISHING  EQUIP  6740 

PHOTOGRAPHIC  SUPPLIES  6750 

PHOTOGRAPHIC  EQUIPMENT  AND  ACCESSORIES  6760 

FILM  PROCESSED  6770 

PHOTOGRAPHIC  SETS  KITS  AND  OUTFITS  6780 

CHEMICALS  AND  CHEMICAL  PRODUCTS  (68) 

CHEMICALS  6810 

DYES  6820 

GASES  COMPRESSED  AND  LIQUEFIED  6830 

PEST  CONTROL  AGENTS  AND  DISINFECTANTS  6840 

MISCELLANEOUS  CHEMICAL  SPECIALTIES  6850 

TRAINING  AIDS  AND  DEVICES  -  (69) 

TRAINING  AIDS  6910 

ARMAMENT  TRAINING  DEVICES  6920 

OPERATIONAL  TRAINING  DEVICES  6930 

COMMUNICATION  TRAINING  DEVICES  6940 

GENL  PURPOSE  ADPE ,  SOFTWARE,  SUPPLIES  &  SU  (70) 

ADPE  CONFIGURATION  7010 

ADP  CENTRAL  PROCESSING  UNIT  -  ANALOG  7020 

ADP  CENTRAL  PROCESSING  UNIT  -  DIGITAL  7021 

ADP  CENTRAL  PROCESSING  UNIT  -  HYBRID  7022 

ADP  INPUT/OUTPUT  AND  STORAGE  DEVICES  7025 

ADP  SOFTWARE  7030 

ADP  SUPPORT  EQUIP  7035 

PUNCHED  CARD  EQUIP  7040 

MINI  &  MICRO  COMPUTER  CONTROL  DEVICES  7042 

ADP  SUPPLIES  AND  SUPPORT  EQUIP  7045 

ADP  COMPONENTS  7050 

FURNITURE  (71) 

HOUSEHOLD  FURNITURE  7105 

OFFICE  FURNITURE  7110 

CABINETS  LOCKERS  BINS  AND  SHELVING  7125 

MISCELLANEOUS  FURNITURE  AND  FIXTURES  7195 

HOUSEHOLD  8.  COML  FURNISHINGS  &  APPLIANCES  (72) 

HOUSEHOLD  FURNISHINGS  7210 

FLOOR  COVERINGS  7220 
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SUPPLY  AND  EQUIPMENT  CODES 


DESCRIPTION  CODE 

DRAPERIES  AWNINGS  AND  SHADES  7230 

HOUSEHOLD  AND  COMMERCIAL  UTIL  CONTAINERS  7240 

MSC  HOUSEHOLD  FURNISHINGS  APPLIANCES  7290 

FOOD  PREPARATION  AND  SERVING  EQUIPMENT  (73) 

FOOD  COOKING  BAKING  SERVING  EQUIP  7310 

KITCHEN  EQUIPMENT  AND  APP*  IANCES  7320 

KITCHEN  HAND  TOOLS  AND  UTENSILS  7330 

CUTLERY  AND  FLATWARE  7340 

TABLEWARE  7350 

SETS  KITS  &  OUTFITS  FOOD  PREP  &  SERVING  7360 

OFFICE  MACHINES,  VISIBLE  RECORD  EQUIP  &  AD  (74) 

ACCOUNTING  AND  CALCULATING  MACHINES  7420 

TYPEWRITERS  &  OFFICE  TYPE  COMPOSING  MACH  7430 

OFFICE  INFORMATION  SYSTEM  EQUIPMENT  7435 

OFFICE  TYPE  SOUND  RECORDING  REPRO  MACH  7450 

VISIBLE  RECORD  EQUIPMENT  7460 

MISCELLANEOUS  OFFICE  MACHINES  7490 

OFFICE  SUPPLIES  AND  DEVICES  (75) 

OFFICE  SUPPLIES  7510 

OFFICE  DEVICES  AND  ACCESSORIES  7520 

STATIONERY  AND  RECORD  FORMS  7530 

STANDARD  FORMS  7540 

BOOKS  -  MAPS  AND  OTHER  PUBLICATIONS  (76) 

BOOKS  AND  PAMPHLETS  7610 

NEWSPAPERS  AND  PERIODICALS  7630 

MAPS  ATLASES  CHARTS  AND  GLOBES  7640 

DRAWINGS  AND  SPECIFICATIONS  7650 

SHEET  AND  BOOK  MUSIC  7660 

MICROFILM  PROCESSED  7670 

MISCELLANEOUS  PRINTED  MATTER  7690 

MUSICAL  INST,  PHONOGRAPHS,  &  HOME  TYPE  RAD  (77) 

MUSICAL  INSTRUMENTS  7710 

MUSICAL  INSTRUMENT  PARTS  AND  ACCESSORIES  7720 

PHONOGRAPHS  RADIOS  -  TV  SETS  HOME  TYPE  7730 

PHONOGRAPH  RECORDS  7740 

RECREATIONAL  AND  ATHLETIC  EQUIPMENT  (78) 

ATHLETIC  AND  SPORTING  EQUIPMENT  7810 

GAMES  TOYS  AND  WHEELED  GOODS  7820 

RECREATIONAL  AND  GYMNASTIC  EQUIPMENT  7830 

CLEANING  EQUIPMENT  AND  SUPPLIES  (79) 

FLOOR  POLISHERS  AND  VACUUM  CLEANERS  7910 

BROOMS  BRUSHES  MOPS  AND  SPONGES  7920 

CLEANING  -  POLISHING  COMPOUNDS  AND  PREPA  7930 

BRUSHES,  PAINTS,  SEALERS  AND  ADHESIVES  (80) 

PAINTS  DOPES  VARNISHES  AND  RELATED  PROD  8010 

PAINT  AND  ARTISTS  BRUSHES  8020 

PRESERVATIVE  AND  SEALING  COMPOUNDS  8030 

ADHESIVES  8040 

CONTAINERS,  PACKAGING  &  PACKING  SUPPLIES  (81) 
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SUPPLY  AND  EQUIPMENT  CODES 

DESCRIPTION  CODE 

BAGS  AND  SACKS  8105 

DRUMS  AND  CANS  8110 

BOXES  CARTONS  AND  CRATES  8115 

GAS  CYLINDERS  8120 

BOTTLES  AND  JARS  8125 

REELS  AND  SPOOLS  8130 

PACKAGING  AND  PACKING  BULK  MATERIALS  8135 

AMMUNITION  &  NUCLEAR  ORDNANCE  BOXES  8140 

SPECIALIZED  SHIPPING  &  STORAGE  CONTAINER  8145 

TEX,  LTHR ,  FURS,  APPAREL  &  SHOE  FIND,  TENT  (83) 

TEXTILE  FABRICS  8305 

YARN  AND  THREAD  8310 

NOTIONS  AND  APPAREL  FINDINGS  8315 

PADDING  AND  STUFFING  MATERIALS  8320 

FUR  MATERIALS  8325 

LEATHER  8330 

SHOE  FINDINGS  AND  SOLING  MATERIALS  8335 

TENTS  AND  TARPAULINS  8340 

FLAGS  AND  PENNANTS  8345 

CLOTHING  AND  INDIVIDUAL  EQUIPMENT  (84) 

OUTERWEAR  MENS  8405 

OUTERWEAR  WOMENS  8410 

CLOTHING  SPECIAL  PURPOSE  8415 

UNDERWEAR  AND  NIGHTWEAR  MENS  8420 

UNDERWEAR  AND  NIGHTWEAR  WOMENS  8425 

FOOTWEAR  MENS  8430 

FOOTWEAR  WOMENS  8435 

HOSIERY  HANDWEAR  &  CLOTHING  ACCESSOR  MEN  8440 

HOSIERY  HANDWEAR -CLOTHING  ACCESSO  WOMENS  8445 

CHILDREN  &  INFANTS  APPAREL  &  ACCESSORIES  8450 

BADGES  AND  INSIGNIA  8455 

LUGGAGE  8460 

INDIVIDUAL  EQUIPMENT  8465 

ARMOR  PERSONAL  8470 

SPEC  FLIGHT  CLOTHING  &  ACCESSORIES  8475 

TOILETRIES  (85) 

PERFUMES  TOILET  PREPARATIONS  AND  POWDERS  8510 

TOILET  SOAP  SHAVING  PREP  -  DENTIFRICES  8520 

PERSONAL  TOILETRY  ARTICLES  8530 

TOILETRY  PAPER  PRODUCTS  8540 

AGRICULTURAL  SUPPLIES  (87) 

FORAGE  AND  FEED  8710 

FERTILIZERS  8720 

SEEDS  AND  NURSERY  STOCK  8730 

LIVE  ANIMALS  (88) 

LIVE  ANIMALS  RAISED  FOR  FOOD  8810 

LIVE  ANIMALS  NOT  RAISED  FOR  FOOD  8820 

SUBSISTENCE  (89) 

MEAT  POULTRY  AND  FISH  8905 

DAIRY  FOODS  AND  EGGS  8910 

FRUITS  AND  VEGETABLES  8915 

BAKERY  AND  CEREAL  PRODUCTS  8920 

SUGAR  CONFECTIONERY  AND  NUTS  8925 

JAMS  JELLIES  AND  PRESERVES  8930 

SOUPS  AND  BOUILLONS  8935 

SPECIAL  DIETARY  FOODS  -  SPECIALTY  PREP  8940 
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SUPPLY  AND  EQUIPMENT  CODES 


DESCRIPTION  QQDL 

FOOD  OILS  AND  FATS  8945 

CONDIMENTS  AND  RELATED  PRODUCTS  895(3 

COFFEE  TEA  AND  COCOA  8955 

BEVERAGES  NONALCOHOLIC  896(3 

BEVERAGES  ALCOHOLIC  8965 

COMPOSITE  FOOD  PACKAGES  8970 

TOBACCO  PRODUCTS  8975 

FOOD  ITEMS  FOR  RESALE  8999 

FUELS,  LUBRICANTS,  OILS  AND  WAXES  (91) 

FUELS  SOLID  9110 

LIQUID  PROPELLANTS  &  FUEL  PETROLEUM  BASE  9130 

LIQUID  PROPELLANT  FUELS  -  CHEMICAL  BASE  9135 

FUEL  OILS  9140 

OILS  -  GREASES  CUTTING  LUBR  &  HYDRAULIC  9150 

MISCELLANEOUS  WAXES  OILS  AND  FATS  9160 

NONMETALLIC  FABRICATED  MATERIALS  (93) 

PAPER  AND  PAPERBOARD  9310 

RUBBER  FABRICATED  MATERIALS  9320 

PLASTICS  FABRICATED  MATERIALS  9330 

GLASS  FABRICATED  MATERIALS  9340 

REFRACTORIES  &  FIRE  SURFACING  MATERIALS  9350 

MISC  FABRICATED  NONMETALLIC  MATERIALS  9390 

NOWETALLIC  CRUDE  MATERIALS  (94) 

CRUDE  GRADES  OF  PLANT  MATERIALS  9410 

FIBERS  VEGETABLE  ANIMAL  AND  SYNTHETIC  9420 

MISC  CRUDE  ANIMAL  PRODUCTS  -  INEDIBLE  9430 

MISC  CRUDE  AGRICULTURAL  &  FORESTRY  PROD  9440 

NONMETALLIC  SCRAP  EXCEPT  TEXTILE  9450 

METAL  BARS,  SHEETS  AND  SHAPES  (95) 

1  WIRE  NONELECTRICAL  IRON  AND  STEEL  9505 

BARS  AND  RODS  IRON  AND  STEEL  9510 

PLATE  SHEET  AND  STRIP  IRON  AND  STEEL  9515 

STRUCTURAL  SHAPES  IRON  AND  STEEL  9520 

WIRE  NONELECTRICAL  NONFERROUS  BASE  METAL  9525 

BARS  AND  RODS  NONFERROUS  BASE  METAL  9530 

PLATE  SHEET  STRIP-NONFERROUS  BASE  METAL  9535 

STRUCTURAL  SHAPES  NONFERROUS  BASE  METAL  9540 

PLATE  SHEET  STRIP  &  WIRE  PRECIOUS  METAL  9545 

ORES,  MINERALS  AND  THEIR  PRIMARY  PRODUCTS  (96) 

ORES  9610 

MINERALS  NATURAL  AND  SYNTHETIC  9620 

ADDITIVE  METAL  MATERIALS  &  MASTER  ALLOYS  9630 

IRON  &  STEEL  PRIMARY  &  SEMIFINISHED  PROD  9640 

NONFERROUS  BASE  METAL  REFINERY  9650 

PRECIOUS  METALS  PRIMARY  FORMS  9660 

IRON  AND  STEEL  SCRAP  9670 

NONFERROUS  METAL  SCRAP  9680 

MISCELLANEOUS  (99) 

SIGNS  ADVERTISING  DISPLAYS  IDENT  PLATES  9905 

JEWELRY  9910 

COLLECTORS  ITEMS  9915 

SMOKERS  ARTICLES  AND  MATCHES  9920 

ECCLESIASTICAL  EQUIP  FURNISHING  &  SUP  9925 

MEMORIALS  CEMETERY  MORTUARY  EQUIP  &  SUP  9930 

NONFOOD  ITEMS  FOR  RESALE  9998 

MISCELLANEOUS  ITEMS  9999 
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Section  II 

SYSTEM  OR  EQUIPMENT  CODES 
(Item  B8C) 


SECTION  II 

SYSTEM  OR  EQUIPMENT  CODES 
(Item  B8C) 


Purpose 

The  DD  Form  350  codes  in  this  section  have  been  developed  to  facilitate  an 
analysis  of  DOD  procurement  by  major  weapon  system,*  equipment,  or  item.  Codes 
generally  have  been  assigned  to  all  production  items  for  which  annual  programmed 
procurement  is  $2  million  or  more.  However,  if  an  end  item  or  a  component 
identifiable  to  an  end  item  cannot  be  identified  by  a  specific  code,  a  request  for  a 
code,  together  with  the  applicable  DD  Form  350,  should  be  addressed  to  the 
appropriate  organization  specified  in  DoD  FAR  Supplement  4.671~4(d).  Submission  of 
the  DD  Form  350  will  not  be  delayed  pending  resolution  of  the  inquiry. 

If  a  system  or  equipment  code  is  not  applicable  to  a  DD  Form  350  transaction, 
or  if  the  system  or  equipment  bears  a  security  classification  prohibiting  unclassified 
disclosure  of  the  code  title  in  combination  with  other  DD  Form  350  items,  the  code 
”000”  (three  zeroes)  shall  be  assigned. 

Description  and  Use  of  Code 

The  code  for  Item  B8C  consists  of  three  alphabetical  positions.  The  first 
position  identifies  one  of  the  following  major  categories  of  equipment: 


A  Aircraft 
B  Aircraft  Engines 

C  Missiles  and  Rockets 

D  Vehicles 
E  Weapons 


F  Ammunition 
G  Electronics 
H  Other  Equipment 
S  Ships 


The  second  position  identifies  a  subdivision  of  the  major  category,  e.g.,  fighter 
aircraft,  while  the  third  position  identifies  the  specific  item,  e.g.,  an  F-1 1 1. 

Normally,  each  system  or  equipment  code  includes  all  subsystems,  components, 
repair  parts,  modifications,  repairs,  and  related  supplies  and  services  (other  than 
RDT&E  and  construction)  which  are  procured  specifically  for  the  system  or 
equipment.  Exceptions  to  this  rule  are  those  instances  where  a  specific  equipment 
item  or  a  major  component  has  been  assigned  a  separate  code,  e.g.,  J-52  Turbojet 
Aircraft  Engines. 

When  a  procurement  is  for  components,  parts,  or  services  covering  more  than 
one  system  or  equipment  and  75  percent  or  more  of  the  dollar  amount  is  allocabie  to 
a  single  system  or  equipment,  the  code  for  that  system  or  equipment  shall  be 
assigned.  Otherwise,  multi-system  procurement  shall  not  be  assigned  a  specific 
code. 


Each  department  should  use  only  that  part  of  Section  II  designated  for  its  use, 
e.g.,  Part  A  for  Army,  Part  B  for  Navy,  and  Part  C  for  Air  Force.  The  arrangement  of 
systems  or  equipment  by  major  category  is  as  follows: 


*  The  definition  of  weapons  system  as  provided  by  the  DoD  Dictionary  of  Weapons  and 
Military  Terms  is  "An  instrument  of  combat  with  all  the  related  equipment,  operating 
skills,  and  direct  supporting  facilities  and  services  required  to  enable  the 
instrument  of  combat  to  operate  as  a  single  unit  of  striking  power.” 
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1.  Aircraft  are  arranged  by  design  number  within  each  basic 
mission  symbol,  e.g.,  A-4,  A-5,  A-6,  F-4. 

2.  Aircraft  engines  are  arranged  by  design  number  within  type 
of  engine. 

3.  Missiles  and  rockets  are  arranged  by  design  number. 

4.  Air  Force  electronics  and  communications  items  are  arranged 
numerically  by  system  number. 

5.  All  other  categories  are  arranged  alphabetically  by  key  word 
or  words  and  by  caliber  size. 


If  an  aircraft,  missile,  or  rocket  reported  on  DD  Form  350  does  not  have  a 
mission  symbol  or  letter  prefix  listed  in  this  manual  but  does  have  a  design  number 
that  is  listed,  the  code  applicable  to  that  design  number  should  be  assigned.  For 
example,  an  RB-52  aircraft  would  be  assigned  the  code  for  a  B-52.  In  addition,  the 
series  symbol  for  an  item  is  not  used,  e.g.,  F  —  1 1 1  is  used,  rather  than  F  —  1 1 1 A  or 
F-111B. 
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ARMY  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION  CODE 

AIRCRAFT 


CARGO/TRANSPORT 


C-12 

ACE 

C-47  SKYTRAIN 

ACG 

C-  1  42 

ACY 

HELICOPTERS 

UH-l  IROQUOIS 

AHA 

AH- 1  COBRA 

AHM 

AH-1G  HUEYCOBRA 

AHW 

EH-1H  ELECTRONIC 

AHO 

AH- 1 J  IRANIAN 

AHN 

AH- IS  COBRA  TOW 

AHP 

VH-1  UTILITY  TACT 

TRNSPT 

AH  I 

H-2  SEASPRITE 

AHB 

OH-5/6  PAWNEE 

AHE 

OH -6  CAYUSE 

AHD 

OH/TH-1 3  SIOUX 

AHG 

TH-13T  INSTRUMENT  TRAINER 

AHF 

UH-l 9  CHICKASAW 

AHU 

CH-21  SHAWNEE 

AHV 

OH-23  RAVEN 

AHT 

CH-34  CHOCTAW 

AHX 

CH-37  MOJAVE 

AHY 

NH-41  SENECA 

AHZ 

CH-46  SEA  KNIGHT 

AHJ 

CH-47  CHINOOK 

AHK 

QH-50 

AIB 

H-51 

AHL 

CH-54  TARHE 

AHQ 

TH-55  OSAGE 

AHR 

AH-56  CHEYENNE 

AHH 

OH-58  KIOWA 

AHC 

UH-60  UTTAS  BLACK 

HAWK 

AIA 

YEH-60 

AID 

AH -64  APACHE 

AIC 

214  COMMERCIAL 

AHS 

SCOUT  ASH 

AIE 

OBSERVATION 

0-1  BIRD  DOG  AOA 

RECONNAISSANCE 

RV-1  ARA 

RU -21  ARJ 

TRAINER 

2B-12  SYNTHETIC  INSTRUMENT  ATF 

2B-24  SYNTHETIC  FLIGHT  TRN  ATG 

T-4 1  MESCALERO  ATE 

T-42  COCHISE  ATJ 

UTILITY 

U-l  OTTER  AUA 

U-6  BEAVER  AUC 

U-8  SEMINOLE  AUB 

U-9  AERO  COMMANDER  AUF 

U-10  COURIER  AUD 


DESCRIPTION  CODE 


U-21  UTE  AUE 

U-X  AUG 

VTOL/STOL 

OV-1  MOHAWK  AVA 

CV-2  CARIBOU  AVB 

XV -3  A VC 

XV- 5  AVD 

XV-6  AVF 

CV-7  BUFFALO  AVE 

XV- 8  FLEEP  AVG 

XV-9  AVH 

XV- 11  MARVEL  AVI 

0-51  DRAGONFLY  AVL 

STOL  U  (  )  AVT 

RESEARCH  SERIES 

X- 1 9  AWA 

X-22  AWC 

AIRCRAFT  ENGINES 


TURBOPROP/TURBOSHAFT 

T-53  BTB 
T-55  BTC 
T-63  BTJ 
T-64  BTK 
T-700  BTP 


MISSILES  &  ROCKETS 
ABM  SYSTEMS 


BALL  MSL  DEF  SYS  CED 
SPARTAN  CEI 
SPRINT  CEL 

LAUNCHING  DEVICES 

XM-43  LAUNCHER  COF  CLF 
XM-129  GRENADE  LNCHR  40MM  CLH 
M-202  ROCKET  LNCHR  66MM  CLM 
XM-203  GRENADE  LNCHR  40MM  CLD 
XM-648  GRENADE  LNCHR  40W  CLC 

MISSILES  (CM  CN) 

MIM-3  NIKE  AJAX  CMV 
MIM-14  NIKE  HERCULES  CMA 
MGM-18  LACROSSE  CMO 
MGM-21  CMP 
XAGM-22  (SS-11)  MSL  SYS  CMB 
MIM-23  HAWK  CMC 
MGM-29  SERGEANT  CMD 
MGM-31  PERSHING  CME 
MGM-32  ENTAC  CMF 
MQM-33  CMW 
MQM-34  FIREBEE  CMG 
AQM-38  CMY 
MQM-40/42  REDHEAD/ROADRUNNER  CMH 
FIM-43  REDEYE  CMJ 
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ARMY  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION 

CODE 

LIM-49  NIKE  ZEUS 

CMR 

MGM-51  SHILLELAGH 

CMK 

MGM-52  LANCE 

CML 

MQM-57 

CMM 

MQM-58  OVERSEER 

CMX 

AQM-60  KINGFISHER 

CMQ 

MQM-61  CARDINAL 

CMT 

MGM-71  TOW 

CMS 

MIM-72  CHAPARRAL 

CMN 

M-77  DRAGON 

CMU 

QM-107  GD  MSL  TGT  SYS 

CNC 

BGM-109  TOMAHAWK 

CNY 

ASSAULT  BREAKER 

CNB 

HELLFIRE  MODULAR  MSL  SYS 

CPA 

NIKE  X 

CM  I 

PATRIOT  MISSILE  SYS 

CNE 

SHORAD 

CMZ 

STINGER 

CNA 

U  S  ROLAND 

CNG 

ROCKETS 

2.75"  ROCKET  ALL  TYPES 

CRG 

MGR- 1  HONEST  JOHN 

CRA 

MGR -3  LITTLE  JOHN 

CRB 

XMQR-13 

CRC 

M55  115PM  VX  ROCKET 

CRJ 

M72  66MM  HEAT  ROCKET 

CRL 

XM73  35MM 

CRE 

MULT  LNCH  ROCKET  SYS 

CRV 

VEHICLES 


VARIOUS 


(ALMSC)  DBN 
ASSAULT  GEN  SHERIDAN  XM551  DBW 
BRIDGE  (ARMORED  VEH  LAUNCH)  DBA 
BRIDGE  (AMPHIB  MOBILE  FLOAT)  DBH 
BRIDGE  FIXED  HWY  ALUM  DBI 
BRIDGE  FLOAT  RIBBON  INT  .BAY  DBJ 
BRIDGE  FLOAT  RIBBON  RAMP  DBK 
BRIDGE  FLOAT  RIBBON  TRANSPTR  DBG 
BRIDGE  MOBL  ASSLT  END  BAY  DBD 
BRIDGE  MOBL  ASSLT  INTROR  BAY  DBB 
CAVALRY  FIGHTING  VEHICLE  DBQ 
CHASSIS  TRNSPTR  /AV  BRIDGE  DBC 
COMBAT  ENGINEER  FT  Til 8  M728  DBO 
COMMANDO  CAR  ARMORED  VI 00  DBR 
FIELD  KITCHEN  MOBLE  TRL  MTD  DBM 
INFANTRY  FIGHTING  VEH  M-2  DBV 
LACV-30  AIR  CUSH  VEH  25-30T  DBF 
LANDING  VEH  TRACKED  AMPHIB  DBL 
LAUNCHER  TNK  CHASSIS'  M60/AVB  DBE 
RECOVERY  VEHICLE  M88  MED  DBT 
RECOVERY  VEHICLE  (FT)  M578  DBU 
REMOTELY  PILOTED  VEHICLE  RPV  DBS 
TNK  &  AUTO  TECH  DBP 
TRAINER  SHERDN  WPN  SYS  XM35  DBY 
TRAINER  SHERDN  WPN  SYS  XM40  DBX 

CARRIER 

CARRIER  Ml  13-TOW  DCI 
CARRIER  GM901  ITV  DCK 
CARRIER  FT  CHAPARRAL  XM730  DCF 


DESCRIPTION  CODE 

CARRIER  VULCAN  SP  XM-741  DCE 
CARRIER  CARGO  M548  DCA 
CHASSIS  CARRIER  XM-730  DCB 
CHASSIS  CARRIER  XM-741  DCC 
COMMAND  POST  M577  DCD 
MORTAR  CARRIER  M-106  DCO 
MORTAR  CARRIER  M-125  DCJ 
PERSONNEL  CARRIER  Ml  13  DCG 
PERSONNEL  CARRIER  Ml  14  DCH 
UTILITY  ARCTIC  CARRIER  XM571  DCM 

CONSTRUCTION  EQUIPMENT 

CRANE  5  TON  3/8  CU  YD  DEB 
CRANE  HYDRAULIC  25  TON  (CCE)  DEE 
CRANE  SHOVEL  12  1/2  TON  DEC 
CRANE+SHOVEL  20  TON  3/4  C  YD  DEA 
CRANE  WHEEL  MTD  20T  3/4  CU  DED 
LOADER  SCOOP  TYPE  4-6  CU  YD  DEF 
TRUCK  CONCRETE  DEG 

LIGHTER 

AIR  CUSHION  VEH  30  TON  DGG 
AMPHIBIOUS  5  TON  LARC  DGA 
AMPHIBIOUS  15  TON  LARC  DGC 
AMPHIBIOUS  60  TON  LARC  DGE 
BEACH  DISCHARGE (DECK  CARGO)  DGH 

SEMI -TRAILER 

BREAK  BULK  CONT  22  1/2  TON  DIH 
BREAK  BULK  CONT  34  TON  DII 
CARGO  12  TON  Ml 29  DIB 
LOW  BED  25  TON  M- 172  DIG 
LOW  BED  40  TON  (C/S)  DIC 
LOW  BED  52  1/2  TON  M747  DID 
REFRIG  7  1/2  TON  M349A3  OIL 
SHOP  VAN  6  TON  Ml 46  DIJ 
STAKE  12  TON  Ml  27  SEMI-TRLR  DIA 
STAKE  12-16  TON  (C/S)  DIE 
TANK (FUEL  SERVJMl 31  SEMI -TRL  DIF 
VAN  ELECTRONIC  6  TON  M373  DIN 
VAN  EXPANSIBLE  6  TON  M313  DIP 
VAN  RP  STORAGE  6  TON  XM750  DIK 
M-857  SEMI-TRAILER  DIM 
M871  22.5  TON  DIQ 
M872  34  TON  DIR 

TANKS 

M-l  COMBAT  1 05PM  GUN  DJE 
XM-1  FSED  TANK  PROGRAM  DJF 
M-2  IFV  DJJ 
M-3  CFV  DJK 
M-30  TRAINER  TURRET  F/M-60  DJD 
M48  TANK  DJC 
M-60  COMBAT  1 05MM  GUN  DJB 
M-60  COMBAT  152MM  GUN  DJA 
MBT-70  152MM  GUN  DJI 
XM-723  IFV  DJH 
M-728  COMBAT  DJG 
LIGHT  ARMORED  VEHICLE  (LAV)  DJM 
FIRE  SUPT  TEAM  VEH  DJL 
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TRACTOR 


ARMY  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION  CODE  DESCRIPTION  /  CODE 


CRAWLER  T- 1 1  W/RIPPER  CCE  DKC 

INDUSTRIAL (WHEELED)MEDIUM  DKJ 

LOW  SPEED(FT)DIESEL  MEDIUM  DKA 

UN I VERSA L ( FT )W/ DOZER  DKE 

TRAILER 

BOLSTER  GP  4  TON  M796  DLJ 

CARGO  1/4  TON  M416  TRAILER  DLA 

CARGO  3/4  TON  Ml 01  DLB 

CARGO  1  1/2  TON  Ml  05  TRAILER  DLF 

TANK  WATER  400  GAL  Ml 49  TRK  DLM 

TRANSPORTER 

HEAVY  EQ  XM523/524  Ml  23/ 15  DMA 

TRUCK  (DN  DP) 

3/4  TON  4X2  NTV  MAINT  TRUCK  DNA 

3/4  TON  4X4  ALL  BDY  TYPES  DNB 

1  1/4  TON  ABT  CS  DNI 

2  1/2  TON  6X6  ALL  BODY  TYPES  DNE 

2  1/2  TON  8X8  XM410  DNG 

5  TON  6X6  ALL  BODY  TYPES  M39  DNJ 

5  TON  8X8  XM656  DNL 

TRACTOR  M915  50,000  LB  DPH 

5  TON  M-939  DNQ 

CARGO  1/2  TON  4X2  PICKUP  DNP 

CARGO  1  TON  4X4  M601  DNR 

CARGO  1  1/4  TON  6X6  M561  DNS 

CARGO  1  1/4  TON  XM880  DNU 

CARGO  5  TON (TRUCK)  DNT 

CARGO  8  TON  4X4  XM520(GOER)  DNV 

CARGO  16  TON  4X4  XM437(G0ER)  DNY 

CONTAINER  HANDL  SD  LOADER  DNK 

DUMP  20T  CE  DNM 

FIRE  FIGHTING  500  GPM  DPV 

FORK  LIFT  10000  LB  DD  PT  RT  DND 

FORK  LIFT  4000  LB  GE  PT  DNC 

FORK  LIFT  6000  LB  GE  PT  DNN 

FORK  LIFT  15000  LB  DNF 

FORK  LIFT  50000  LB  '  DNH 

TANK  FUEL  2,500  GAL  XM559  DPC 

TANK  FUEL  5,000  GAL  XM438  DPG 

TANK  WATER  4,000  GAL  Ml 49  DPJ 

TRACTOR  10  TON  6X6  Ml 23 (TRK)  DPM 

TRACTOR  22  1/2  TON  8X8  XM746  DPN 

TRACTOR  32,000  GVW  DPP 

UTILITY  1/4  TON  4X4  ABT  DPX 

UTILITY  1/4  TON  4X4  M151  DPS 

UTILITY  1/2  TON  4X4  M274  MUL  DPT 

UTILITY  1  1/4  TN  M561  DPQ 

UTILITY  1  1/4  TN  M705  DPR 

UTILITY  1  1/4  TON  M715  DPU 

WRECKER  4X4  M553(G0ER)  DPW 


WEAPONS 


GUN 

5.56NM  M249  SQD  AUTOMATIC  WPN  EBT 
7.62MM  M60  MACHINE  GUN  EBA 
7.62MM  M73  MACHINE  GUN  EBC 
7.62MM  Ml  34  AUTOMATIC  EBE 


7.62NW  M/219/M73  MACHINE  GUN  EBF 
7.62MM  M-240  MACHINE  GUN  EBS 

20NM  AA  GUN  (HS)  EBK 

20MM  GUN  (HS)  EBH 

20MM  GUN  (VULCAN)  M61  EBM 

20MM  GUN  Ml 39  EBJ 

20MM  GUN  XM163  EBL 

20MM  XM167  TOWED  EBI 

50CAL  M2  MACHINE  GUN  EBG 

50MM  M85  MACHINE  GUN  EBB 

70  MM  GUN  (VIPER)  EBQ 

105MM  GUN  M68  EBN 

175MM  M-107  GUN  SP  EBP 

DAVY  CROCKETT  RECOILLESS  EBD 

DIVAD  EBR 

HOWITZER 

M101A1  105MM  LT  TOWED  HOW  EDA 

Ml  02  105MM  LT  TOWED  HOW  EDG 

Ml  09  155W  MED  SP  HOW  EDK 

Ml  10  8”  SP  HOWITZER  EDC 

M114A2  155MM  TOWED  HOW  EDB 

Ml 98  155MM  TOWED  HOW  EDE 

Ml  09  1 55NM  SP  HOWITZER  EDH 

M204  155MM  LT  TOWED  EDF 

MORTAR 

81  MM  M29  ON  MOUNT  M23  EFB 

81  MM  SP  MORTAR  Ml  25  EFC 

107MM  SP  MORTAR  XM106  EFG 

LIGHT  WT  COMPANY  MORTAR  SYS  EFM 

RIFLE 

Ml 4  7.62  MM  RIFLE  EHG 

Ml 6  5.56  MM  RIFLE  EHC 


AMMUNITION 

BOMB 


BDW  33/ B  PRACTICE  BOMB  FAT 
M-59  SEMI  BOMB  AP  FAH 
MK-76  PRACTICE  FAD 
M-82  BOMB  GP  FAI 
MK-84  GENERAL  PURPOSE  FAS 
M - 1 1 2  DEMOLITION  1  1/4  LBS  FAB 
M-117  GEN  PURPOSE  750  LB  FAC 
M-118  DEMOLITION  CHARGE  PN  FAE 
ROCKEYE  FAF 

CARTRIDGE  (FB  FC  FD  FE) 

4.2"  HE  W/WO  FUZE  FBG 
4.2"  ILLUM  W/FUZE  FBO 
4.2"  M328  WP  SMOKE  CARTRIDGE  FBJ 
4.2"  M329/XM502  HE  CARTRIDGE  FBE 
4.2"  M335  ILLUM  CARTRIDGE  FBH 
4.2"  XM630  CS  FBI 
5.56MM  ALL  TY  EXCEPT  BUNK  FBK 
5.56MM  XM200  BUNK  FBL 
7 . 62PM  ALL  TY  EXCEPT  BUNK  FBM 
7.62W  M82  BUNK  FBN 
9MM  BALL  FCZ 
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ARMY  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION 

CODE 

DESCRIPTION 

CODE 

10  GAGE  BLANK 

FDW 

] 05NW  M393  HEP-T 

FDP 

12  GAGE  00  BUCKSHOT 

FDX 

105MM  M416  SMOKE  WP-T 

FDS 

20MM  M39/M61  GUN  ELEC 

FBV 

105MM  M444  HE 

FDK 

20MM  M56  HEI 

FBT 

105MM  M456  HEAT-T 

FDL 

20MM  Ml  03 

FBQ 

105MM  M482/XM548  HE 

FDI 

20MM  XM205  CARTRIDGE 

FBS 

105MM  M490  TARG  PRAC  TRA 

FDV 

20MM  XM207  CARTRIDGE 

FBP 

105MM  XM494  ANTI-PERS 

FDC 

20m  M599  HEIT  3 

FBU 

105MM  XM546  ANTI-PERS 

FDF 

20MM  M601  HEIT  2 

FBW 

1 05NM  XM629  CS 

FDE 

20PM  TP  TRAINING  CARTRIDGE 

FBZ 

I05MM  APFSOS-T  (M774/M833) 

FEZ 

22  CAL  ALL  TYPES 

FDY 

105MM  F/TANK  GUN  APDS 

FDT 

25PM  APDS-T  M791 

FEA 

1 05MM  F/TANK  GUN  HEAT-T 

FDQ 

25MM  HEIT-T  M792 

FDZ 

105MM  F/TANK  GUN  HEP-T  W/FSE 

FDR 

25PM  TP-T  M793 

FEE 

105MM  F/TANK  GUN  TP-T 

FDU 

30  CAL  ALL  TYPES 

FBA 

] 06MM  M344  HEAT 

FEC 

30  CAL  BALL 

FBB 

106MM  M346  HEP-T 

FED 

30  CAL  Ml 909  BLANK 

FBC 

106MM  XM581  W/F  XM592 

FEB 

30PM  M788  CARTRIDGE 

FBX 

107MM  XM502  SMOKE  WP 

FEF 

30PM  M789 

FBY 

152MM  XM409  HEAT  MP 

FEI 

38  CAL  ALL  TYPES 

FEG 

152MM  XM410  SMOKE  WP 

FEP 

40PM  XM384  HE  CARTRIDGE 

FCC 

152  hW  M41 1  PRACTICE 

FEL 

40PM  M406/XM463  HE  CARTRIDGE 

FCF 

152MM  M625  CANNISTER 

FER 

40PM  M407A1  PRACTICE 

FCD 

152MM  M657  HE 

FEQ 

40  PM  M576  MULTIPLE  SHOT 

FCB 

165NM  Ml  23  HEP 

FES 

40  PM  M583  WHITE  STAR 

FCA 

40PM  M585  WHITE  STAR 

FCE 

CHARGE  PROPELLING 

40PM  HEIT  (DIVAD)  XM811 

FEH 

40PM  TP-T  (DIVAD)  MX813 

FEJ 

8  INCH  Ml  GREEN  BAG 

FGQ 

40PM  HE/PROX  FUZE  XH822 

FEK 

8  INCH  M2  WHITE  BAG 

FGP 

40PM  HEDP  LOW  VELOCITY  LNCHD 

FCN 

8  INCH  HE 

FGR 

45  CAL  Ml 91 1  BALL 

FBD 

155MM  M3  CHARGE  GREEN  BAG 

FGB 

50  CAL  4  BALL  1  TRACER 

FBF 

155MM  M4  WHITE  BAG 

FGD 

50  CAL  LKD,  4API ,  1  API-T 

FEM 

155MM  Ml  19  CHARGE 

FGC 

50  CAL  PLASTIC 

FEN 

155MM  RED  BAG  M203 

FGF 

57PM  M306  W/FUZE  HE 

FCK 

Ml 57  DEMOL  KIT  PROJ  CHARGE 

FGM 

60PM  M49  AE  CARTRIDGE 

FCG 

1 75MM  M86  CHARGE 

FGH 

60PM  M83  W/FUZE  M65  ILLUM 

FCH 

Ml  88  8’ 1  EXTENDED  RANGE 

FGG 

60PM  M302  WP  SMOKE 

FCI 

60PM  HE  XM720 

FET 

DISPENSER  &  BOMB 

60PM  ILLUM  LWCMS  XM721 

FEU 

60PM  SMK ,  WP,  LWCMS  XM722 

FEV 

CBU-3  DISPENSER  +  BOMB 

FJE 

60PM  HE  W/FUZE 

FCO 

CBU-7  DISPENSER  +  BOMB 

FJJ 

60PM  ILLUM  W/FUZE 

FCT 

CBU-13  DISPENSER  +  BOMB 

FJN 

60PM  WP  SMOKE  W/FUZE 

FCU 

CBU-14  DISPENSER  +  BOMB 

FJO 

81PM  M301  HE  ILLUM  CARTRIDGE 

FCL 

81PM  M374  HE  CARTRIDGE 

FCJ 

FUZE  (FK  FN) 

81PM  M375  SMOKE  WP  CARTRIDGE 

FCM 

81PM  SMOKE  XM819 

FEX 

MZ1 9  FUZE  GRENADE 

FKA 

81 MM  ILLUM  XM853 

FEW 

M48  ARTILLERY  FUZE 

FKU 

81PM  IMPERIAL  HE 

FEY 

M51  PROX  FUZE 

FKS 

81PM  HE  W/WO  FUZE 

FCW 

FMU-54 

FKI 

81PM  ILLUM  W/FUZE 

FCX 

FMU-56/DB  FUSE 

FKC 

81PM  WP  SMOKE  W/FUZE 

FCY 

MK-73  MOD  13 

FKD 

90PM  M353  TP-T  CARTRIDGE 

FCV 

FMU-1 13B 

FKV 

90PM  M3 71  HEAT  CARTRIDGE 

FCP 

M223  FUZE 

FKY 

90PM  M377 

FCR 

XM224  FUZE  GRENADE 

FKW 

90PM  M431  HEAT  CARTRIDGE 

FCS 

XM246  35MM 

FKH 

90PM  XM590 

FCQ 

XM247  40MM 

FKK 

1 05PM  Ml  HE  CARTRIDGE 

FDH 

XM429  FUZE  VT 

FKL 

1 05PM  M60  WP  SMOKE  W/FUZE 

FDB 

M514  PROX  FUZE 

FKO 

1 05PM  M84  HC  BE 

FDD 

XM532  PROX  FUZE  MORTAR 

FKR 

105PM  F/105  HOW  APERS  W/FUZE 

FDM 

M541/T368  PROX  FUZE  (ARTY) 

FKN 

105PM  F/105  HOW  HE  WO/FUZE 

FDG 

M557  FUZE  PD 

FKM 

105PM  F/105  HOW  ILLUM  W/FUZE 

FDJ 

M564  MECH  TIME  SUPERQUICK 

FKF 

105PM  F/105  HOW  WP  SMOKE 

FDN 

M565  MT  FUZE 

FKJ 

1 05PM  M31 4  W/FUZE  ILLUM 

FDA 

M572  FUZE  PD 

FKQ 

105PM  M392  APDS 

FDO 

XM577  FUZE  MT 

FKP 
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ARMY  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION 

CODE 

DESCRIPTION 

CODE 

M582  FUZE  MTSQ 

FNA 

M509  8"  DPICM 

FQB 

M724  ET  FUSE 

FKX 

M731/M692  155W 

FPC 

M732  FUZE 

FKG 

M735  PROJECTILE 

FPV 

M739 

FKE 

M737  PROJECTILE 

FPZ 

XM757  -  20MM 

FNB 

M804  155MM  PRACTICE 

FQC 

XM758  -  25W 

FNC 

M825  155MM  SMOKE  SCREENING 

FQD 

XM759  -  30MM 

FND 

M836  8"  SADARM 

FQE 

XM761  -  40MM 

FNE 

M844  8"  PRACTICE 

FQF 

IR  FUZE 

FKB 

4.2"  MORTAR  +  FUZE 

FKT 

ELECTRONICS 

GRENADE 

VARIOUS  (GA  GB  GC) 

MK3  HAND  OFFENSIVE  W/F 

FLC 

MK1 8  HAND  COLORED  SMOKE 

FLF 

QRC-1  CRAZY  DOG 

GAB 

XM1 9  SMOKE 

FLH 

AN/PAQ- 1  TGT  DESIGNATE  LASER 

GAZ 

M26  HAND  FRAG  GRENADE 

FLB 

AN/DVG-2  RANGE  FINDER  LASER 

GBJ 

M33  HAND  FRAG  GRENADE 

FLD 

AN/VVG-2  RANGE  FINDER  LASER 

GBY 

HAND  FRAG  ALL  TYPES 

FLA 

AN/TVQ-2  LASER  DESIGNATOR 

GBQ 

AN/GVS-3  RANGE  FINDER  LASER 

GBE 

MINES 

AN/GVS-5  RANGE  FINDER  LASER 

GBA 

AN/TYQ-5  DATA  ANALYSIS  CTR 

GAT 

A 1 4  AP  MINE 

FMA 

AN/TSW-7 

GAR 

Ml 5  MINE  W/F  M608 

FMG 

AN/UQM-7  ATMOSPHERE  SOUND  SYS 

GAU 

Ml 6  MINE 

FMH 

AN/TLQ-15  JAMMER 

GAQ 

Ml  8  AP  MINE 

FMJ 

AN/TLQ-1 7  COUNTERMEASURES 

GAV 

Ml  9  AT  MINE 

FMB 

AN/MSQ- 18/28  TSQ/38  MSL  MON 

GBD 

M21  AT  MINE 

FMC 

XM-23  RANGE  FINDER  LASER 

GBF 

M24  AT  MINE 

FML 

AN/GYK-29 

GBS 

M25  AP  MINE 

FMD 

AN/MLQ-34  COUNTERMEASURES 

GBR 

M26  AP  MINE 

FMN 

AN/TTC-39  CIRCUIT  SWITCH 

GBX 

M56  AT  MINE 

FMF 

AN/TYC-39  MESSAGE  SWITCH 

GBW 

M67/72  AP  MINE 

FME 

E-49  ALARM  G  AGENT 

GAA 

M70/73  AT  MINE 

FMI 

AN/TSM-55  ELEC  TEST  EQUIP 

GAK 

M74  AP  MINE 

FMK 

AN/TSC-61  FLIGHT  COORD  CNTRL 

GBL 

M75  AT  MINE 

FMM 

AN/TSQ-73  AIR  DEF  MSL  SYS 

GBN 

M77  AP  MINE 

FMP 

AN/GSA- 77  BATTERY  TERM  EQUIP 

GAO 

M78  AT  TIME 

FMQ 

AN/MSQ- 103  TEAM  PACK 

GAW 

XM84  AT  MINE 

FMS 

AN/USM- 1 1 7  OSCILLOSCOPE 

GAX 

Ml  28  MINE  DISPENSER 

FMR 

AN/ALQ- 1 33  QUICK  LOOK 

GAS 

AN/ALQ- 1 36  COUNTERMEASURES 

GBU 

PROJECTILE 

AN/USM- 1 40  OSCILLOSCOPE 

GAC 

* 

AN/ASM- 146  AIR  COND  SHELTER 

GAI 

M56  HEI  20MM 

FPD 

AN/ASM- 147  AIR  COND  SHELTER 

GAJ 

Ml  06  8 "HE  PROJECTILE 

FPB 

AN/ALQ- 151  COUNTERMEASURES 

GBV 

Ml  07  155MM  HE 

FPT 

IM-174  RADIATION  SUR 

GAF 

Ml  10  155MM  SMOKE  W/0  FUZE 

FPO 

AN/ASM- 189  AIR  COND  SHELTER 

GAY 

Ml  16  155MM  COLORED  SMOKE 

FPP 

AN/USM-207  FREQ  MEASUR  SET 

GAN 

Ml  21  155MM  GB 

FPN 

AN/USM-281  OSCILLOSCOPE 

GBB 

155MM  HE 

FPH 

AN/USM-41 0  TEST  STATION 

GCA 

155MM  ILLUM 

FPI 

MD-515  MODULATOR  DEMODULATOR 

GAG 

M356  120MM  HE  PROJ 

FPJ 

M-551  RANGE  FINDER  LASER 

GBI 

M390/446/XM4 1 5  37MM 

FPG 

PP-1451/G  ELEC  POWER  SUPPLY 

GAH 

M403/XM484  1 75MM 

FPR 

CX-4566  A/G  CABLE  ASSEMBLY 

GAD 

XM404  8"HE  PROJECTILE 

FPE 

MX-7854  IMAGE  INTENSIFIER 

GBG 

M424  8 "HE  PROJECTILE 

FPF 

MX-7855  IMAGE  INTENSIFIER 

GBH 

M437  175MM  HE  PROJ 

FPQ 

MX-9644  IMAGE  INTENSIFIER 

GBP 

M449/XM483  155MM  PROJ 

FPK 

CX- 11230  ()  G  CABLE  ASSEMBLY 

GAE 

XM454  PROJ 

FPU 

AUTO  TEST  SUPPORT  SYS 

GBM 

XM474  PROJ 

FPW 

DRAMA 

GBC 

M483  155NM  PROJECTILE 

FQA 

LAND  COMBAT  SUPT  SYS  (LCS) 

GAM 

M485  155MM  ILLUM  PROJ 

FPM 

MK  XII  GROUND  EQUIP  IFF 

GAP 

XM549/M1 07  PROJ  HE  RAP 

FPL 

MULTI  SYS  TEST  EQUIP  (MTE) 

GAL 

M650  E5  8" 

FPA 

SOTAS 

GBK 

XM657  152MM  PROJ 

FPS 

M712  155MM 

FPY 

COMMUNICATIONS  (GD  GF) 

M718/M741  ISS  MM  AT 

FPX 
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ARMY  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION  CODE 

AN/PSG-2  MESSAGE  DEVICE  GFI 
AN/GGC-3  TELETYPEWRITER  TAPE  GDC 
AN/USC-3  COMMUNICATIONS  SYS  GDA 
AN/GSH-6  PORTABLE  RECORDER  GDD 
AN/ASC- 1 5  COMM  CENTRAL  GDP 
AN/MGC-23  TELEGRAPH  RELAY  GDB 
AN/WSC-28  SAT  COMM  GFA 
AN/TTC-39 (Z)  SYSTEM  GDY 
AN/TSQ-43  INTERPRETATION  FAC  GDE 
AN/MSC-46  SAT  COM4  TERM  GFB 
AN/UGC-49  TELETYPE  GDU 
AN/TSC-61  FLIGHT  COORD  CTRL  GDX 
AN/VRC-67  RADIO  TERMINAL  GDF 
AN/TSQ-70  AIR  TRAFFIC  FAC  GDI 
AN/TSQ-71  LND  CNTRL  CENTRAL  GDH 
AN/UGC-74  FATT  PAGE  PRINTER  GDR 
AN/TSC-75  COMM  CENTRAL  GDL 
AN/UGC-75  GDJ 
AN/TSQ-84  (AACOMS)  GDQ 
AN/TSQ-85  (AACOMS)  GDS 
AN/TSQ-97  GDV 
AN/TSQ- 1 1 4  GDW 
TA-312/PT  FIELD  TELEPHONE  GDG 
DUCC  GDN 
MEECN  GDK 
NOE  COMM  EQUIP  GDZ 
STREAMLINER  PROJECT  GDT 

CRYPTOGRAPHIC  EQUIPMENT 

TSEC/KIR- 1 A  GEH 
TSEC/KIT-1A  GEG 
TSEC/KG-27  GEM 
TSEC/KG-30  GEN 
TSEC/KG-45  GET 
TSEC/KY-57  GER 
TSEC/KY-58  GES 
TSEC/KY-65  GEP 
TSEC/KY-67  GEU 
TSEC/KY-75  GEV 
TSEC/KY-81  GEW 

FIRE  DIRECTION  SYSTEM 

AN/FSG-1  MISSILE  MASTER  GGE 
AN/GSG-5/6  SMALL  AREA  GGC 
AN/GSG-10  (TACFIRE)  GGF 
AN/TSQ-5)  AIR  DEFENSE  GGA 

MULTIPLEXER  SET 

AN/TCC-45  MULTIPLEXER  SET  GKB 
AN/TCC-46  MULTIPLEXER  SET  GKC 
AN/TCC-53  MULTIPLEXER  SET  GKF 
TD-660  MULTIPLEXER  GKA 

RADAR  &  NAVIG  AIDS  (GM  GN) 

AN/ VPS -2  RADAR  SET  GNR 
AN/MPQ-4  MORTAR  LCTR  RADAR  GNE 
AN/PPS-5  RADAR  PORTABLE  GNC 
AN/PSN-6  GNH 
AN/TAS-6  GNQ 
AN/ PAS- 7  GNJ 
AN/PPS-15  GNK 
AN/TPM-25  GND 


DESCRIPTION  CODE 

AN/TPQ-28  RADAR  SET  GNA 
AN/TPQ-36  GNL 
AN/TPQ-37  GNP 
AN/APR -39  GNB 
AN/TPX-46  (MARK  XIFF)  GNG 
AN/TPX-50  (MARK  XIFF  ATCRBS)  GNI 
AN/TPS-58  GNF 
AN/APX-72  GMN 
AN/APM-305  GM4 
FWD  AREA  ALRT  RDR-FAAR  GNN 

RADIO  (GP)  (GR) 

AN/TRS-2  GRH 
AN/PRT-4/PRR9  SQUAD  RADIO  GPK 
AN/VRC- 1 2  RADIO  GPT 
AN/PRC-25  RADIO  GPJ 
AN/PRC-25  PRC-77  RADIO  SET  GPU 
AN/TRD-26  GRG 
AN/TSC-26  BASE  RADIO  GPN 
AN/TRN-30  V-l  GPW 
AN/TRN-30  V-2  GRA 
AN/TRQ-30  MANPACK  ASSEMBLY  GPF 
AN/TRQ-32  RADIO  GRJ 
AN/ARQ-33  QUICK  FIX  GPI 
AN/GRC-50  RADIO  GPA 
AN/PRC-62  RADIO  GPL 
AN/GRC-67  RADIO  GPB 
AN/PRC-70  RADIO  SET  GRD 
AN/PRC- 77  RADIO  SET  GRE 
AN/TRC-84  RADIO  GPM 
AN/PRC-90  SURVIVAL  RADIO  GPD 
AN/FRC-93  RADIO  SET  GPH 
AN/TSC-99  HF  RADIO  GRI 
AN/GRC- 1 03  RADIO  GPC 
AN/GRC- 1 06  RADIO  GPE 
AN/GRC- 108  RADIO  GPG 
AN/TRC- 1 1 0  RADIO  GPO 
AN/TRC- 1 1 2  RADIO  GPP 
AN/GRA- ] 14  GRF 
AN/GRC- 142/ 122  RADIO  GPR 
AN/GRC- 143  RADIO  GPS 
AN/GRC- 144  RADIO  GPQ 
AN/FRC- 1 55  162  GRC 
AN/GRC- 171  TRANSCEIVER  GRB 
RADIO  RELAY  SYS  LOW  6/12  GPX 
RADIO  RELAY  SYS  MED  12/24  GPY 
RADIO  RELAY  SYS  HIGH  48/96  GPZ 

STARCOM  &  RELATED  ITEMS 

AUTODIN  GVD 
CONMUN  SYS  EUROPE  GVB 
DCS  TRANSMISSION  FACILITIES  GVC 
KOREAN  WCS  GVF 
SATELLITE  COMMUNICATIONS  GVE 
STARCOM (OTHER)  GVA 
TACSATCOM  GVL 
USAREUR  LOG  MICROWAVE  SYS  GVJ 
VINEYARD  SYSTEM  GVK 


OTHER  EQUIPMENT 
NIGHT  VISION 
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ARMY  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION 

CODE 

DESCRIPTION 

CODE 

AN/VVS-2 

HBV 

GENERATORS 

FLARE  ACFT  PRCHT  MK45 

HBF 

FLARE  AIRCRAFT  XM165  MK24 

HBH 

1 .KW  60  CYCLE  SKID  MT  GE 

HDB 

FLARE  SURFACE  M49A1 

HBI 

1 . 5KW  28V  MILITARY  DESIGN  GE 

HDA 

FLASH  REDUCER  M2  F/155MM 

HBJ 

3KW  28V  MILITARY  DESIGN  GE 

HDC 

GOGGLES  AN/PVS-5 

HBQ 

3KW  60  CYCLE  MIL  DESIGN  GE 

HDD 

SCOPE  STARLIGHT  SMALL 

HBE 

5KW  60  CYCLE  GE 

HDE 

SEARCH  LIGHT  AN/VSS-1 

HBB 

1 0KW  60  CYCLE  GE 

HDF 

SEARCHLIGHT  AN/VSS-3 

HBS 

15KW  60  CYCLE  DE 

HDG 

SEARCH  LIGHT  XENON  DC22 

HBA 

30KW  60  CYCLE 

HDK 

SEARCHLIGHT  DC  28V  100  AMP 

HBC 

45/69  KW  60  CYCLE  DIESEL 

HDH 

SEARCH LGT  GP  30  IN  AN/TVS-3 

HBD 

60  KW  DE  400  HZ 

HDJ 

SIGHT  CREW  SRVD  WPNS  AN/TVS2 

HBL 

100KW  60  HZ  GP  DE 

HDL 

SIGHT  CREW  SVD  WPN  AN/TVS-5 

HBP 

750KW  60  HZ  GTD 

HDM 

SIGHT  IND  SRVD  WPNS  AN/PVS+2 

HBN 

GENERATING  PLNTS  TRL  MTD  GB1 

HDI 

SIGHT  INDIVIDUAL  AN/PVS-4 

HBO 

SIGHT  MINIATURIZED  AN/PVS-3 

HBM 

MISCELLANEOUS 

SIGHT  THERMAL  NIGHT  AN/TAS-4 

HBX 

SIGHT  THERMAL  TANK  AN/VSG-2 

HBW 

AMMUNITION  BOX  M2A1 

HXD 

SIGHT  TRIPOD  MTD  AN/TVS-4 

HBK 

BOAT  BRIDGE  ERECT  DE  27  FT 

HXL 

SIGNAL  CLUSTER  M125A1 

HBG 

FIREFIGHTING  SET  M530 

HXH 

SIGNAL  ILLUM  GND  WS  PCHTM1 27 

HBR 

MASK  PROTECTIVE  FIELD  ABCM17 

HXB 

SHELTER  SYSTEM  M51  CB 

HXK 
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NAVY  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION 

CODE 

DESCRIPTION 

CODE 

AIRCRAFT 

UH-1  IROQUOIS 

AHA 

AH- 1G  HUEYCOBRA 

AHW 

AH- 1 J  SEA  COBRA 

AHD 

ATTACK 

UH-2  SEASPRITE 

AHB 

SH-3D  SEA  KING 

AHC 

A-1  SKYRAIDER 

AAA 

H-13  SIOUX 

AHG 

A/EA-3  SKYWARRIOR 

AAG 

H-l 9  CHICSASAW 

AHU 

A-4  SKYHAWK 

AAC 

H-34  SEAHORSE/SEABAT 

AHX 

RA-5  VIGILANTE 

AAD 

H-37  MOJAVE 

AHY 

A-6  INTRUDER 

AAE 

H-43  HUSKIE 

AHO 

A-7  CORSAIR  II 

AAF 

H-46  SEA  KNIGHT 

AHJ 

A-26  INVADER 

AAK 

QH-50  DASH 

AHM 

A-37 

AAO 

H-51 

AHL 

H-52 

AHK 

BOMBER 

CH-53  SEA  STALLION 

AHP 

H-57  SEARANGER 

AHQ 

B-47  STRATOJET 

ABD 

SH-60  SEAHAWK 

AHV 

EB-66  ACFT  (DESTROYER) 

ABI 

S-61R 

AHN 

LTH  TRAINER 

AHS 

CARGO/TRANSPORT 

MISCELLANEOUS 

C-l  TRADER 

ACO 

C-2  GREYHOUND 

ACB 

C9B  COMMERCIAL  ACFT 

AMD 

C-3 

ACC 

L-188  LOCKHEED  ELECTRA  COW 

AMF 

C-4  GULFSTREAM 

ACU 

C-9  SKYTRAIN  II 

ACN 

OBSERVATION 

C-ll  GULFSTREAM  II 

ACE 

C-45  NAVIGATOR  v 

ACH 

0-1  BIRD  DOG 

AOA 

C-47  SKYTRAIN 

ACG 

0-2 

AOB 

C-54  SKYMASTER 

ACI 

C- 117  SKYTRAIN 

ACJ 

PATROL 

C-118  LIFTMASTER 

ACK 

C- 119  FLYING  BOXCAR 

ACM 

P-2  NEPTUNE 

APA 

C-121  WARNING  STAR 

ACF 

P-3  ORION 

APC 

C- 123  PROVIDER 

ACT 

P-5  MARLIN 

APE 

C-130  HERCULES 

ACD 

C- 131  SAMARITAN 

ACP 

ANTI-SUB 

C-142 

ACY 

S-2  TRACKER 

ASA 

SPECIAL  ELECTRONIC  INSTL 

S-3  VIKING 

ASF 

VSX  ACFT  REPLACE  S-2E 

ASC 

E-1  TRACER 

AEA 

E-2  HAWKE YE 

AEB 

TRAINER 

EA-3 

AEC 

EA-6B  PROWLER 

AED 

T-1  SEA  STAR 

ATN 

T-2  BUCKEYE 

ATI 

FIGHTER 

TA-4  SKYHAWK 

ATG 

TC-4  ACADEME 

ATH 

F-l  FURY 

AFB 

T-28  TROJAN 

ATD 

F-4  PHANTOM 

AFC 

T-29  FLYING  CLASSROOM 

ATK 

F-5  FREEDOM  FIGHTER 

AFE 

2B-3I  SYN  FLGT  TRN  CHINOOK 

ATF 

F-6  SKYRAY 

AFD 

T-33  SHOOTING  STAR 

ATL 

F-8  CRUSADER 

AFF 

2B-33  SYN  FLGT  TRN  COBRA 

ATJ 

F-9  COUGAR 

AFH 

T-34  MENTOR 

ATM 

F-l 0  SKY  KNIGHT 

AFI 

T-37 

ATA 

F-l 1  TIGER 

AFO 

T-38  TALON 

ATB 

F-l 4  TOMCAT 

AFU 

2B-38  SYN  FLGT  TRN  BLACK  HAWK 

ATP 

F-l 5  EAGLE 

AFV 

T-39  SABRELINER 

ATC 

F-18  HORNET 

AFX 

2B-40  SYN  FLGT  TRN  APACHE 

ATQ 

F-101  VOODO 

AFJ 

T-44 

ATE 

F-l 11  TFX 

AFN 

UTILITY 

HELICOPTER 

U-l  OTTER 

AUA 

U-6  BEAVER 

AUG 
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NAVY  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION  CODE 

U-11  AZTEC  AUH 

U-16  ALBATROSS  AUI 

VTOL/STOL 

XV-6  AVL 

AV-8  HARRIER  AVG 

OV-10  COIN  (NOW  BRONCO)  AVJ 

OV-12  AVM 

RESEARCH  SERIES 

X-22  AWC 

X-25  AWE 

X-26  AWF 


AIRCRAFT  ENGINES 
HELICOPTER  ENGINES 


HI 00-T400-CP400  PT-6T-3  BCE 

TURBOJET 

J-52  BJB 

J-57  BJH 

J-60  BJE 

J-65  BJC 

J-79  BJJ 

J-85  BJL 

RECIPROCATING 

LR-64  BRB 

0-100  BRA 

R- 1 820  BRC 

R-3350  BRE 

TURBOFAN 

TF-30  •  BSD 

TF-34  BSH 

TURBOPROP/TURBO  SHAFT 

T-56  BTD 

T-58  BTF 

T-64  BTK 


MISSILES  &  ROCKETS 
LAUNCHING  DEVICES 


GRENADE  LAUNCHER  40MM  M406  CLD 
GD  MSL  LAUNCHER  AERO  5A-1  CLA 
GUIDED  MSL  LAUNCH  MK-13  CLL 
GUIDED  MSL  LAUNCH  MK-26  CLJ 
GUIDED  MSL  LAUNCH  MK-41  CLB 
GUIDED  MSL  LAUNCH  MK-73  CLN 
ROCKET  LAUNCHER  FOR  2.75"  CLF 
ROCKET  LAUNCHER  LAU-10  CLI 
ROCKET  LAUNCHER  LAU-51  CLG 
ROCKET  LAUNCHER  LAU-68  CLH 


MISSILES  (CM  CN  CP) 


DESCRIPTION  CODE 

RIM-2  TERRIER  CMA 

RGM-6  REGULUS  I  CMR 

AIM- 7  SPARROW  CMB 

RIM  7-H-2  NATO  SEA  SPARROW  CNA 

RIM-8  TALOS  CMC 

AIM-9  SIDEWINDER  CMD 

CMQ-10  BOMARC  CNB 

ATM/AGM-12  BULLPUP  CME 

RGM/MQM-15  REGULUS  II  CMW 

MIM-23  HAWK  CNC 

RIM-24  TARTER  CMU 

UGM-27  POLARIS  CMF 

BQM-34  FIREBEE  CMG 

MQM-36  TARGET  DRONE  CMH 

AQM-37  TARGET  DRONE  CM I 

AQM-38  CND 

MQM-39  CNE 

AQM-41  PETREL  CNF 

FIM-43  REDEYE  CMS 

UUM-44  SUBROC  CMJ 

AGM-45  SHRIKE  CMK 

RIM-46  SEA  MAULER  CNH 

QH-50  DASH  CMY 

RIM-50  TYPHON  CMT 

AGM-53  CONDOR  CMX 

AIM-54  PHOENIX  CML 

RIM-55  TYPHON  CNK 

PQM-56  CNL 

ZRGM-59  CNN 

AGM-62  WALLEYE  CMH 

ZAGM-63  CNQ 

RIM-66  STANDARD  MISSILE(MED)  CMN 
RIM-67  STANDARD  MISSILE (EXT)  CMP 
MGM-71  TOW  CNG 

MIM-72  CHAPARRAL  CMV 

ZUGM-73  POSEIDON  CMQ 

MQM-74  CNS 

XM-77  DRAGON  CNI 

AGM-78  STANDARD  ARM  CMO 

AGM-83  BULLDOG  CNT 

AGM-84  HARPOON  CNU 

RIM-85  CMH 

AGM-87  CNO 

AGM-88  HARM  CNP 

BQM-90  CNR 

AIM-95  AGILE  CNV 

UGM-96  TRIDENT  CNJ 

RIM- 101  CNW 

BGM-109  TOMAHAWK  CNY 

AEGIS  CNZ 

CHAFF  DECOY  WARHEADS  CMZ 

FIREBRAND  TARGET  CPA 

STINGER  CNX 

ROCKETS 

MGR- 1  HONEST  JOHN  CRA 

RUR-4  WEAPON  ALPHA  CRE 

RUR-5  ASROC  CRF 

ADR -8  CHAFF  ROCKET  CRH 

AGR-14  ZAP  CRJ 

MQR-16  CRK 

5"  SPIN  STABILIZED  ROCKET  CRI 

5"  ZUNI  CRC 

2.75"  ALL  TYPES  CRG 

3.5  HEAT  M29  CRD 
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NAVY  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION 

CODE 

./  DESCRIPTION 

CODE 

MK-56  MOD  2  ROCKET  MTR 

CRL 

RIFLE 

66MM  INCEND  RKT 

CRB 

5.56MM  RIFLE  M16 

EHC 

VEHICLES 

AMMUNITION 

VARIOUS 

BOMB 

LVTC-7 

DBL 

LVTE-7 

DBN 

BLU-14  SKIP  BOMB 

FAR 

LVTP-7 

DBK 

MK- 14/81  SNAKEYE  250  LB 

FAJ 

LVTR-7 

DBM 

MK-15  SADEYE 

FAF 

MK-30  MOD-O  MOBIL  ASW  TGT  V 

DBE 

MK- 15/82  SNAKEYE  500  LB 

FAL 

M88  RECOVERY  VEHICLE 

DBT 

MK-20  ROCKEYE 

FAB 

CBU-55 

FAQ 

CARRIER 

CBU-59  CLUSTER  BOMB 

FAI 

CBU-72  CLUSTER  (FAE) 

FAU 

MK-11  ARMRD  TROOP  CARRIER 

DCA 

MK-76  PRACTICE 

FAD 

MK-77  FIRE  BOMB 

FAP 

CONSTRUCTION  EQUIP 

MK-83  LOW  DRAG  1000  LB 

FAG 

MK-84  LOW  DRAG  2000  LB 

FAV 

CRANE  RT  SP  7  1/21 

DEH 

MK-84  GEN  PURPOSE 

FAS 

GRADER  ROAD  MOTORIZED 

DEM 

MK-87  PRACTICE 

FAT 

SCRAPER  TRACTOR  15-16  CU  YD 

DEA 

MK- 1 04  PRACTICE 

FAE 

MK- 1 15  HIGH  EXP  BOMB 

FAH 

SEMI  TRAILER 

MK- 1 1 7  DEMOLITION  750  LB 

FAC 

MK -121  TGT  IDENT 

FAO 

SEMI  TRLR  LOW  BED  35  TON 

DIC 

MK- 1 22  FIREYE 

FAN 

SEMI  TRLR  AC  REFUEL  M857 

DIF 

WALLEYE 

FAA 

WETEYE 

FAM 

TANKS 

CARTRIDGE 

M60  TANK 

DJA 

4.2  ILLUM  M335 

FBH 

TRUCKS 

3/50  CAL  CARTRIDGE 

FBA 

CRASH  FIRE  TRUCK  MB-1 

DNF 

5"/38  CAL  CARTRIDGE 

FBB 

CRASH  FIRE  TRUCK  MB-5 

DNH 

5./S4  CAL  CARTRIDGE 

FBC 

CARGO  1/2  TON  4X2  PICKUP 

DNP 

5.56MM  BALL 

FBI 

CARGO  1  1/4  TON  M561 

DNS 

5.56  BLANK 

FBJ 

CARGO  M705  1  1/4  TN  4X4 

DNR 

5 . 56MM  TRACER 

FBL 

CARGO  2  1/2  TON  M35A2C 

DNN 

6*747  CAL  CARTRIDGE 

FBM 

CARGO  5  TON  (DUMP) 

DNU 

7.62W  BALL 

FBN 

CARGO  5  TON  M54A2C 

DNW 

7.62W  LINK 

FBO 

DUMP  5  TON  M51A2 

DNM 

8*755  CAL  CARTRIDGE 

FBR 

FORK  LIFT  6000  LB 

DNC 

20MM  SERVICE  AMMO 

FCA 

UTILITY  1/4  TON  M151 

DPS 

20MM  PRACTICE  AMMO 

FCB 

UTILITY  1/2  TON  M274 

DPT 

30  CAL  LINKED  M4A 

FBF 

40MM  M406 

FCF 

WEAPONS 

60W  HE  M49A2 

FCK 

60MM  M83A3 

FCH 

76MM  AMMO 

FCI 

GUNS 

8 1  MM  HE  M374 

FCJ 

81  MM  M301A1  ILLUM 

FCL 

MK1 5  CLOSE  IN  WPN  SYS 

EBE 

81  MM  SMK  WP  M370 

FCN 

30MM  GUN  MOUNT/COASTAL  PTRL 

EBN 

90MM  BEEHIVE  XM580 

FCT 

MK42  MOD- 7  GUN  MOUNT 

EBT 

105MM  ILLUM  M314A1 

FDA 

MK42  MOD-9  5.54  GUN  MOUNT 

EBQ 

105MM  SMK  WP  M60 

FDB 

MK42  MOD- 10  5.54  GUN  MOUNT 

EBR 

105MM  HE  Ml  W/FUSE 

FDE 

MK45  MOD-O  5.54  GUN  MOUNT 

EBJ 

105MM  HE  Ml  W/F  MTSQ 

FDG 

MK71  MCLWG  GUN  MOUNT 

EBU 

1 05MM  HE  MI  W/O  FUSE 

FDH 

MK75  76MM  GUN  MOUNT 

EBW 

105MM  HERAP  M548 

FDI 

Ml  07  GUN  175MM 

EBP 

105MM  TK  TPT  HEAT 

FDC 

MK149  PHALANX 

EBB 

105MM  TK  HEAT 

FDD 

105MM  TK  HEPT 

FDF 

HOWITZER 

105MM  TK  APERS 

FDJ 

106MM  XM581  BEEHIVE 

FEB 

105MM  XM204 

EDF 
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NAVY  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION 

106PM  HEAT  M344 
106PM  HEPT  M346A1 
1 20PM  HEAT  T153 

CHARGE  PROPELLING 

8  INCH  M2  WHITE  BAG 
8  INCH  XM188 
155PM  M4A1 
155PM  HE  Ml  07 
155PM  Ml  10  HOW  SMK  WP 
155PM  GREEN  BAG 
175PM  M86 

DISPENSER  -  BOMB 

CBU-24/29  DISPENSER  +  BOMB 
CBU-55  DISPENSER  +  BOMB 

FUSE 

FUSE  MK-ll  MODI  ELECT  ASSMBLY 

FUSE  MK-73  MOD  13 

FUSE  MK-80  ELEC  BOMB 

FUSE  VT  M513A1 

FUSE  VT  M532 

FUSE  PD  M557 

FUSE  MTSQ  M564 

FUSE  PD  XM572 

FUSE  ET  M577 

FUSE  ET  M582 

MINE 

MLU-10  LAND  MINE 
MINE  AP  M16 

MK52  MINE  A/C-SURFACE  LAID 
MK55  MINE 

MK56  MINE  A/C  LAID  MOORED 
MK57  MINE  SUB  LAID  MOORED 
MK67  MOBILE  MINE 
I  M  D  MINE  CONCEPT 

PROJECTILE 

5/54  MK-41  PROJECTILE 
8  INCH  HE  Ml  06 
8  INCH  XM  404 
8  INCH  XM  509  HEICM 
155PM  HE  M449E2 
1  75PM  M437 

TORPEDO 

MK30  MOBILE  TARGET 

MK37  TORPEDO 

MK38  MOBILE  TARGET 

MK44  TORPEDO 

MK45  TORPEDO  (ASTOR) 

MK46  TORPEDO  LT  WT  ASW 
MK48  TORPEDO 
MK60  CAPTOR 

ELECTRONICS 


VARIOUS  (GA  GB  GC  GH) 


CODE 

DESCRIPTION 

CODE 

FEC 

AN/PSW-1 

GCH 

FED 

AN/WLR-1 

GAY 

FEE 

AN/WSN-1  INERT  NAV  SYS 

GHE 

AN/SYQ  2/3/4  NTDS  DATA  SYS 

GBE 

AN/GYK-3  (V) 

GBR 

AN/UYK-3  MEMORY  UNITS 

GAD 

FGP 

AN/BLA-4 

GAX 

FGQ 

AN/UYA-4  NTDS 

GBN 

FGD 

AN/UYQ-4 

GAE 

FGA 

OU/BQH-5  SIGNAL  CONVERTER 

GBY 

FGE 

AN/UYK-5  ADP  SYSTEM 

GBD 

FGB 

AN/WLM-5 

GCY 

FGH 

AN/WLR-5 

GAC 

AN/ULQ-6 

GAB 

AN/WLR-6 

GAS 

AN/UYK-7  COMPUTER  SYS 

GBZ 

FJP 

AN/GXC-7 

GHF 

FJW 

AN/ALD-8A  DIR  FINDER 

GBG 

AN/WLR-8 

GCO 

AN/WLR-9 

GHH 

AN/TSW- 1 0 

GCI 

FKF 

AN/FLR-1 1 

GAJ 

FKE 

M-12  (AIMS)  IFF 

GBC 

FKH 

AN/AVA- 1 2 

GHL 

FKT 

AN/SLQ- 1 2  ECM 

GAT 

FKR 

AN/SYA- 1 2  GARD 

GBQ 

FKM 

AN/SLQ- 13 

GAV 

FKN 

AN/SLR- 13 

GAZ 

FKA 

AN/USG- 1 3  TACMO  3 

GBU 

FKB 

AN/BLR- 14  ECM 

GCM 

FKC 

AN/FLR-1 5 

GAG 

AN/SLQ- 17 

GAR 

AN/TSQ- 1 8  LANDING  CNTRL  CNTR 

GBM 

AN/SLQ- 19 

GAN 

FMJ 

AN/TYA-20 

GBS 

FML 

AN/UYK-20  GARD 

GCB 

FMC 

AN/USQ-20  NTDS 

GBX 

FME 

AN/SLQ-21  ECM 

GAP 

FMF 

AN/UYQ-21  NTDS 

GHI 

FMG 

XM23  RANGE  FINDER  LASER 

GBF 

FMH 

AN/USH-24 

GHJ 

FMA 

AN/SLQ-25  TORP  CM  TRANS  SYS 

GCA 

AN/DKT-26/27/36 

GCJ 

AN/SRA-33  WHF  COUPLER 

GHK 

AN/ALE-41 

GCD 

FPC 

AN/ALR-45 

GAM 

FPB 

AN/FSA-58  AIR  TRAFFIC  CONTROL 

GCW 

FPE 

AN/TSM-60  TRANS  CALIB  CMPLX 

GBP 

FPA 

AN/ALQ-61  ECM 

GAK 

FPK 

MK65  ANALOG  DIGT  CONVERTOR 

GBT 

FPQ 

MK74  FIRE  CONTROLS  SYS 

GCS 

MK75  M0D3  RANGE  FINDER 

GBH 

MK76  GD  MSL  FIRE  CTRL  SYS 

GCP 

M-81  FIRE  CONTROL  SYSTEM 

GAL 

FTB 

MK82  WPN  DATA  CONVERTER 

GCL 

FTD 

MK86  GUN  FIRE  CTRL  SYS 

GBO 

FTE 

MK92  FIRE  CONTROL  SYS 

GCQ 

FTG 

MK-95  COMPUTER 

GHP 

FTH 

AN/ALQ- 1 00  ECM 

GAI 

FTJ 

AN/ASQ- 1 04  NAVIGATION  SYS 

GBB 

FTL 

AN/ASQ- 1 05 

GBW 

FTR 

MK-113  FIRE  CONTROL 

GHN 

AN/ALQ- 123 

GCT 

AN/ALQ- 126  ECM 

GCF 

AIRBORNE  ECM/ECCM  NKC-135 

GHA 

DIGITAL  COMPUTER  152-M0D-0 

GHD 
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NAVY  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION  CODE 

OJ-172  DATA  EXC  AUX  CONSOLE  .  GCC 
AN/USM-207  GBV 
AN/USM-247  (VAST)  GAF 
AN/USM-281  OSCILLOSCOPE  GAO 
TT-624  (A) (V)  TELEPRNTR  GHM 
AN/BLAOVHF-SHF-DF  ANTENNA  GAQ 
AN/BRDO  LF-VHF-DF  GBK 
AIGS  II  GBI 
ANTENNA  IMPROV  PLAN  GBA 
CAINS  GROUND  SUPPORT  EQUIP  GCK 
CTRL  ATMO  MONIT  SYS  CAMS  MK1  GCV 
LAMPS  GHG 
LINK  II  NTDS  GBL 
MATCALS  GCU 
MRAALS  GCN 
SINEWS  III  GAA 
SEA  NYMPH  PROGRAM  GCZ 

COMMUNICATIONS 

AN/PCC-1  GDB 
AN/SYR- 1  TRACKING  SET  GFE 
AN/SYS- 1  IADT  GFG 
AN/TYQ-1  TACC  GDK 
AN/VCC- 1  GDD 
AN/PSC-2  DIG  COMM  TERM  GFJ 
AN/TYQ-2  TAOC  GDJ 
AN/TTC-3  CENT  OFF  TEL  GDQ 
AN/TYQ-3  TDC  GDL 
AN/TYC-5  DATA  COMM  TERMINAL  GDS 
AN/UGC-6  TELGRPH/TELTYPE  GDO 
AN/TYA-1 1  COMM  CENTRAL  GDI 
AN/USC-1 3  GDY 
AN/ASW-20  GDW 
AN/UGC-25  TELGRPH/TELTYPE  GDP 
AN/USC-27  GDV 
AN/SLQ-32  GFF 
AN/TGC-37  COMM  CENTRAL  GDC 
AN/TTC-38  CENT  OFF  TEL  GFA 
AN/TTC-42  TRITAC  GFD 
AN/UYK-43  GFH 
AN/FSA-52  COMM  CTRL  EQUIP  GFC 
MK-53  MOD-O  GDN 
AN/UGC-74  GDZ 
AN/UGC-75  GDX 
AN/TRC-97  TROPOSCATTER  SET  GDH 
AN/UGC-1 29  GFB 
BADEYE  GDU 
CAESAR  GDE 
DIAMOND  GDT 
MARK  XII  PROGRAM  GDA 
OMEGA  (SHORE)  GDF 
SATCOM  GDG 
SECT  GDR 
VERDIN  GDM 

CRYPTOGRAPHIC  EQUIPMENT 

TSEC/KIT-1A  GEG 
TSEC/KIR- 1 A  GEH 
TSEC/KYV-2  GET 
TSEC  HYL-3/4  GEK 
TSEC/KW-7  GEI 
TSEC/HY-9  GEA 
TSEC/KG- 1 4  GEB 
TSEC/KG-22  GEC 
TSEC/KG- 23  GED 


DESCRIPTION  CODE 

TSEC/KG-27  GER 
TSEC/KG-30  GEP 
TSEC/KG-35  GEE 
TSEC/KG-36  GEF 
TSEC/KY-38  GEJ 
TSEC/KG-40  GEQ 
TSEC/KY-57  GEL 
TSEC/KG-58  GES 
TSEC/KY-58  GEV 
TSEC/KY-61  GEM 
TSEC  KY  65  GEN 
TSEC/KY-67  GEU 
TSEC  KY  75  GEO 


MULTIPLEXER  SET 

GF-4473  SDC  ARRAY  MULTIP  SET  GKE 
RADAR  &  NAVIG  AIDS  (GM  GN  GQ) 


AN/USP-1  RADAR  GMK 
AN/WSN-1  (V)  GMR 
AN/UPR-2  GNY 
AN/WSN-2  GQH 
AN/TXQ-3  RADAR  RELAY  SET  GMZ 
C-3  INERT  NAVIG  EQUIP  GMD 
LNT  5/  INERT  NAV  AID  GMC 
AN/APD-7  RADAR  GNZ 
AN/ASR-8  RADAR  GMW 
T/AGM-9  RADAR  GNO 
T/AGM- 1 0  RADAR  GNP 
AN/SPN  1 0  GNV 
AN/PPS-15  GMS 
AN/BPS- 15  RADAR  GQC 
AN/FPN- 1 6  PRECISION  APPROACH  GNH 
AN/TPN-22  GMU 
MK-23  TAS  GQE 
AN/SPA  25  GNS 
PPQ-27  GRND  BASED  POS  RDR  GMB 
AN/TPQ-27  GMP 
AN/TPQ-28  RADAR  SET  GMA 
AN/SPS  30  GNU 
AN/TPQ-3 1  RADAR  SET  GMX 
AN/TPS -32  GNJ 
AN/SPS-33  FIXED  ARRAY  GND 
AN/TPS- 34  XMTR  GNL 
AN/SPS  39  GNR 
AN/SPS  40  GNQ 
AN/SPN  41  GNX 
AN/SPN  42  GNW 
AN/TPX-42V  GMT 
AN/SPN-43  GMO 
AN/TPS-43  TACT  RADAR  SYS  GQF 
AN/TPS-47  GMJ 
AN/SPS-48  AIR  SEARCH  RADAR  GNF 
AN/SPS  49  GNT 
AN/SPG-51  RADAR  GNG 
AN/SPS-52  RADAR  GMH 
AN/FPN-52  PAR  GMV 
AN/SPG-55  RADAR  ANTENNA  GQB 
AN/SPS-58  GMG 
AN/APG-59  RADAR  GNI 
AN/TPS-59  RADAR  SYS  GQD 
AN/TPS-63  RADAR  SET  GMY 
AN/SPA  66  GNN 
AN/APX-72  GMN 
AN/APX-76  RADAR  GMQ 
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NAVY  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION 

CODE 

DESCRIPTION 

CODE 

AN/ASN-84  INER  NAV  SYS 

GME 

AN/BQS-4 

GSC 

AN/APQ-88 

GNB 

AN/SQS-4  SONAR 

GTD 

AN/APS-88 

GMM 

AN/AQA-5 

GTW 

AN/APQ-92 

GNC 

AN/BQQ-5 

GTV 

AN/APQ-1 03 

GNE 

AN/BQQ-6  SONAR 

GSJ 

AN/APQ- 1 04  RADAR 

GNA 

AN/BQR-7  SONAR 

GTH 

AN/APQ-1 09  RADAR 

GNM 

AN/AQA-7  SONAR 

GSP 

AN/APQ- 112 

GNK 

AN/BQS- 11/12 

GTM 

AN/TSQ- 1 31 

GQJ 

AN/BQS- 1 3 

GTS 

AN/UPM- 1 37 

GML 

AN/SQR- 1 3  SONAR 

GTJ 

AN/APN- 1 94 

GMI 

AN/SQR-14  SONAR 

GTQ 

OJ-333 (A)  GPN 

GQA 

AN/SQQ- 1 4  SONAR 

GTE 

AN/BQR-15  TOWED  ARRAY 

GTR 

RADIO  (GP  GR) 

AN/SQR- 15 

GTX 

AN/SQR- 17  SONAR 

GSK 

AN/WRC-1 

GRE 

AN/SQQ- 16  MINE  SONAR 

GTA 

AN/BRD-4 

GPX 

AN/BQU- 1 7  DEPTH  SOUNDER 

GTZ 

AN/URD-4 

GPW 

AN/BQN-1 7 

GS  G 

AN/WRN-5 

GRD 

AN/FQR-18  SONAR 

GSL 

AN/BRD-7 

GRC 

AN/SQR- 18 

GSN 

AN/URD-7 

GPY 

AN/BQR- 19  TOPHAT 

GTT 

AN/WRR-7 

GPI 

AN/SQR- 19  SONAR 

GSM 

AN/GRN-9 

GPE 

AN/BQR-20 

GSB 

AN/SRN-9 

GPZ 

AN/BQR-21  DIMUS 

GSA 

AN/URC-9 

GPD 

AN/BQR-23 

GSD 

AN/FRD- 1 0 

GPR 

AN/SQQ-23 

GTO 

AN/VRC- 1 2  TEL  RADIO  SET 

GRP 

AN/SQS-23  SONAR 

GTN 

AN/URQ- 1 3 

GPV 

AN/SQS-26  SONAR 

GTG 

AN/SRC-20 

GPH 

AN/SQS-35 

GSH 

AN/URT-24  RADIO  SET 

GRB 

AN/SQS-38  SONAR 

GTF 

AN/URN-25 

GRT 

AN/SQS-53  SONAR 

GTU 

AN/PRC-25  TYPE  S 

GPJ 

AN/SQS-56 

GSI 

AN/SRC-27  RADIO 

GPS 

AN/MQM-74 

GTK 

AN/TRN-28 

GPA 

TR-155  BQ  TRANSDUCER  ELEMENT 

GTY 

AN/BRA-34  SUB  RADIO 

GRN 

TR-313  TRANSDUCER  ELEMENT 

GSQ 

AN/VRC-47  TEL  RADIO  SET 

GRQ 

TOWED  SONAR  ARRAY 

GTP 

AN/ARC-51  RADIO 

GPF 

AN/FQM  SONAR  TEST  SET 

GSF 

AN/ARN-52  TACAN 

GPQ 

BSURE 

GSE 

AN/ FRA  54 

GPB 

AN/PRC-62 

GPL 

SONOBUOY 

AN/ARA-63 

GRM 

AN/PRC-63  VEST  POCKET 

GPU 

AN/SSQ-1 (DIRECTIONAL) 

GUD 

AN/PRC-68 

GRH 

MK-9  MOD-0  EMERG  TRNSMTR 

GUP 

AN/PRC- 75  RADIO  SET 

GPO 

MK-10  MOD  0  IAW  SONOBUOY 

GUN 

AN/PRC-77  RADIO  SET 

GPP 

AN/BQS- 15 

GUC 

AN/FRT-80 

GRL 

AN/SSQ-1 5/47 (ACTIVE  RANGE) 

GUB 

AN/URC-82 

GRA 

AN/SSQ-23/41 /42/46 (JULIE) 

GUH 

AN/MRC-83  RADIO 

GPM 

AN/SSQ-36 

GUL 

AN/ARN-84  TACAN  NAVIG 

GPC 

AN/SSQ-41  JEZEBEL 

GUF 

AN/FRT-84  TRANSMITTER 

GPK 

AN/SSQ-47  RANGE 

GUG 

AN/FRT-85 

GRJ 

AN/SSQ-50  (CASS) 

GUQ 

AN/PRC-90  RADIO 

GPN 

AN/SSQ-53  (DIFAR) 

GUA 

AN/URC-93  (V2 ) 

GRS 

AN/SSQ-57  SPECIAL  PURPOSE 

GUI 

AN/PRC- 104 

GR  G 

MK-57/61/64/78/84 

GUJ 

AN/GRC- 1 25  RADIO  SET 

GPT 

AN/SSQ-62  DICASS 

GUM 

AN/ARC- 159 

GRK 

AN/SSQ-72 

GUE 

AN/GRC- 160  TEL  RADIO  SET 

GRR 

AN/SSQ-77 (VLAD) 

GUT 

AN/GRC- 193 

GRI 

AN/SSQ-80 

GUS 

AN/MRC-HF 

GRF 

VERDIN  II  ZLF-LF  RADIO 

GPG 

STARCOM  &  RELATED  ITEMS 

SONAR  (GS  GT) 

AN/WSC-3  SHIPBOARD  SATCOM 

GVE 

AN/BQQ-1  SONAR 

GTL 

UNNUMBERED  SYSTEMS 

AN/FQQ- 1 / 2 / 3 / 9  CAESAR/SOSUS 

GTC 

AN/BQH-2 

GTB 

OPERATIONAL  CONTROL  CENTERS 

GYC 

AN/BQH-4  (SSEP) 

GTI 
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NAVY  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION 

CODE 

DESCRIPTION 

CODE 

OTHER  EQUIPMENT 

CARRIER  ACFT  CVA-64 

SBJ 

AIRCRAFT  CARRIER  CVAN-65 

SBN 

CARRIER  AIRCRAFT-CVA-67 

SBK 

NIGHT  VISION 

CARRIER  ACFT  CVAN  68 

SBL 

CARRIER  ACFT  CVAN  69 

SBM 

AN/PVS-4  SIGHT 

HBH 

CARRIER  CVN-7 1 

SBE 

AN/PVS-5  SIGHT 

HBI 

ACFT  CARRIER  CVN-72 

SBB 

MK24  MK45  BRITEYE  PCHT  FLARE 

HBE 

CARRIER  CVV 

SBD 

MK/25  BRIGHTEYE  PRCHT  FLARE 

HBF 

CARRIER  ACFT  NUCLEAR -CVAN 

SBP 

MK-46  MOD  I  DECOY  FLARES 

HBA 

DESTROYERS 

GENERATORS 

DESTROYER  DDG-47  AEGIS 

SCA 

30  KW  400  CY  TRLR 

HDE 

DESTROYER  DD-819  USS  HOLDER 

SCR 

400  HZ  POWER  GENERATOR 

HDF 

DESTROYER  DD-862  CLASS 

SCE 

750  KW  TURBINE 

HDH 

DESTROYER  DD-931  CLASS 

SCF 

1250  KW  TURBINE 

HDG 

DESTROYER  DD-942  CLASS 

SCP 

1500  KW  SSTG 

HDI 

DESTROYER  DD-963  CLASS 

SCB 

2000  KW  SSTG 

HDJ 

DESTROYER  DD-993  CLASS 

SCK 

2500  LM  GAS  TURBINE 

HDK 

DESTROYER  DD-997  CLASS 

SCV 

DESTROYER  DD-FRAM  0/2 

see 

BATTERIES 

DESTROYER  DD-FRAM- 1 

SCD 

DESTROYER  GD  MSL  DDG-2  CLASS 

SCH 

GUPPY  I  SUBMARINE 

HEA 

DESTROYER  DE  110] 

SCI 

SARGO  I- II  SUBMARINE 

HEB 

DESTROYER  GD  MSL  MODULE-DXG 

SCJ 

DESTROYER  MODULE-DX 

SCL 

PERISCOPE 

DESTROYER  RADAR  PICKET-DDR 

SCN 

FRIGATE  DL 

SCQ 

TYPE  8B  M0D2  PERISCOPE 

HFD 

FRIGATE  GD  MSL-DLG 

SCS 

TYPE  15  PERISCOPE 

HFA 

FRIGATE  GD  MSL  NUCLEAR  DXGN 

SCT 

TYPE  18  PERISCOPE 

HFC 

FRIGATE  GD  MSL  NUCLEAR-DLGN 

SCU 

FRIGATE  FF-1049 

SCM 

MISCELLANEOUS 

FRIGATE  FF-1052 

sew 

FRIGATE  FF  1076 

sex 

21A40  SUB  ATTACK  CENTER 

HXQ 

FRIGATE  FF- 1 091 

SCG 

25/MK  58  LOCATION  MARKER 

HXC 

MK-27 

HXN 

SUBMARINES 

MK-30 

HXO 

EX -41  VLS  COVER  VERT  LNCH  PAD 

HXA 

SUBMARINE  EXPERIMENT  SASITS 

SDS 

MK-56  ROCKET  MOTOR 

HXE 

SUBMARINE  SS-WW-II 

SDD 

1200  PSI  STEAM  SYSTEM 

HXL 

SUBMARINE  SS  GUPPY  III 

SDF 

MK-II  SINS  INERTIAL  -INSTR 

HXF 

SUBMARINE  SS  MODERNIZED 

SDH 

125/250  AIR  CONDITIONING  SYS 

HXS 

SUBMARINE  SSN-688 

SDI 

4500  PSI  AIR  COMPRESSOR  SYS 

HXR 

SUBMARINE  GUIDED  MISSILE-SSG 

SDJ 

AS2629  BBR  CABLE  ASSEMBLY 

HXD 

SUBMARINE  FBM-SSBN 

SDL 

SUBMARINE  NUCLEAR-SSN 

SDN 

SHIPS 

SUBMARINE  (ULMS) 

SDQ 

TRIDENT 

SDR 

BATTLESHIPS  &  CRUISERS 

AMPHIBIOUS  WARFARE  SHIPS 

BATTLESHIP 

SAB 

ASSAULT  SHIP  AMPHIBIOUS- LPH 

SEC 

CRUISER  GUIDED  MISSILE-CG 

SAF 

ASSAULT  SHIP  AMPHIBIOUS-LHA 

SED 

CRUISER  GD  MSL  NUCLEAR -CGN 

SAH 

CARGO  SHIP  LKA117 

SEF 

CRUISER  HEAVY-CA 

SAJ 

CARGO  SHIP  ATTACK -AKA 

SEG 

CRUISER  HVY  GUIDED  MSL-CAG 

SAL 

CARGO  SHIP  VEHICLE  LSA 

SEH 

CRUISER  LIGHT  ANTI -ACFT-CLAA 

SAN 

DOCK  AMPHIB  TRANSPORT-LPD 

SEJ 

CRUISER  LIGHT  GD  MISSILE-CLG 

SAP 

FIRE  SUPPORT  INSHORE- IFS 

SEL 

FLAGSHIP  AMPHIB  FORCE-AGC 

SEN 

AIRCRAFT  CARRIERS 

LANDING  SHIP  DOCK-LSD 

SEP 

UNDING  SHIP  MEDIUM- LSM 

SEQ 

CARRIER  ANTI-SUB  SUPT-CVS 

SBC 

UNDING  SHIP  MEDIUM  RKT-LSMR 

SER 

CARRIER  ATTACK- CVA- 19 

SBF 

UNDING  SHIP  TANK-LST 

SES 

CARRIER  ATTACK-CVA-41 

SBG 

UNDING  CRAFT  LCU 

SEE 

CARRIER  AIRCRAFT-CVA-59 

SBH 

UNDING  CRAFT  LSU 

SET 

CARRIER  AIRCRAFT -CVA-63 

SBI 

TRANSPORT  ATTACK -APA 

SEU 

TRANSPORT  HIGH  SPEED-APD 

SEV 

TRANSPORT  SUBMAR I NE-APSS 

SEW 
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NAVY  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION  CODE 

MINE  WARFARE  SHIPS 

MINE  CTMS  SUPPORT  SHIP-MCS  SFB 

MINEHUNTER  AUXILARY-MHA  SFE 

MINEHUNTER  COSTL  NON-MAG-MHC  SFF 

MINELAYER  AUXILARY-MMA  SFH 

MINELAYER  COASTAL-MMC  SFI 

MINELAYER  DESTROYER  DM  SFJ 

MINELAYER  FLEET-MMF  SFK 

MINESWEEPER  AUXILARY-MSA  SFM 

MNSWEEPER  COSTL  NON-MAG-MSC  SFN 

MINESWEEPER  COASTAL-MSCO  SFO 

MINESWEEPER  FLEET-MSF  SFP 

MNSWEEPER  OCEAN  NON-MAG-MSO  SFQ 

MINESWEEPER  SPECIAL-MSS  SFR 

PATROL  SHIPS 

ESCORT  (180  FT)  PCE  SGA 

ESCORT  SHIP  1006/1021  CLASS  SGB 

ESCORT  SHIP  DE  1033  CLASS  SGC 

ESCORT  SHIP  1037/1040  CLASS  SGD 

ESCORT  SHIP  DE  1052  CLASS  SGE 

ESCORT  SHIP  DE  1054  CLASS  SGW 

ESCORT  SHIP  GD  MSL-DEG  SGF 

ESCORT  SHIP  RADAR  PICKET-DER  SGG 

ESCORT  VES  OCN  DE- 1 078™ 1 097  SGH 

ESCORT  RESCUE  (180  FT)-PCER  SGI 

PATROL  HYDROFOIL  MSL  PHM  SGJ 

PATROL  BOAT  ASSWLT  SUPPORT  SGK 

PATROL  AIR  CSHN  VEHICLE-PACV  SGL 

PATROL  BOAT  FAST-PTF  SGM 

PATROL  CFT  COSTL  FAST-PCF  SGN 

PATROL  ESCORT-PF  SGO 

PATROL  GUNBOAT-PG  SGP 

PATROL  GUNBOAT  HYDROFOIL-PGH  SGQ 

PATROL  BOAT  RIVER  PBR  SGR 

SUBMARINE  CHASER  (173  FT)  PC  SGS 

SUB  CHASER  HYDROFOIL-PCH  SGT 

SUB  CHASER  (136  FT) -PCS  SGU 

SUBMARINE  CHASER  (110  FT)  SC  SGV 

COMMAND  SHIP 

COMMAND  SHIP-CC  SHC 

CMND  SHIP  TACTICAL  FLEET-AGF  SHE 

AUXIURY  SHIPS 

ADV  AVIATION  BASED  SHIP-AVB  SIB 

AMMUNITION  SHIP-AE  SID 

AVIATION  SUPPLY  SHIP-AVS  SIF 

BARGE  FUEL  NON-SELF  PROP  SIH 

BARGE  SHIP  WASTE  SIG 

BARRACKS  SHIP  SELF-PROP-APB  SI  I 

PRP  BRTNG  &  MESSNG  BRG  YRBNL  SIK 

CARGO  SHIP-AK  SIL 

CARGO  SHIP  &  ACFT  FERRY-AKV  SIM 

CARGO  SHIP  DOCK-AKD  SIN 

CARGO  SHIP  LIGHT-AKL  SIO 

CARGO  SHIP  NET-AKN  SIP 

COMM  RLY  SHIP  (MAJOR ) -AGMR  SIS 

DEGAUSSING  SHIP-ADG  SIV 

DISTILLING  SHIP-AW  SIW 


AUXILARY  SHIPS 


DESCRIPTION  CODE 

FLOAT  DRY  DOCK  AFDM-282  SJA 
GUIDED  MISSILE  SHIP-AVM  SJC 
HOSPITAL  SHIP-AH  SJF 
ICEBREAKER-AGB  SJH 
INSTRMNTN  MSL  RNG-AGM-9/10  SJJ 
INSTRMNtN  MSL  RNG-AGM- 1 3  SJK 
INSTRMNTN  MSL  RNG-AGM- 19  SJL 
INSTR  TRK  FBM  TAGM-22  SJM 
LAUNCH  SHIP  SATELLITE-AGSL  SJO 
LOG  SHIP  FAST  DEPLOYMENT-FDL  SJQ 
MISCELLANEOUS-AG  SJS 
NET  LAYING  SHIP-AN  SJU 
OILER-AO  SJW 
OILER  REPLENISHMENT-AOR  SJX 

AUXILARY  SHIPS 

RADAR  PICKET  SHIP-AGR  SKB 
REPAIR  SHIP-AR  SKD 
REPAIR  SHIP  AIRCRAFT-ARV  SKE 
REPAIR  SHIP  AIRCRAFT-ARVA  SKF 
REPR  SHP  ACFT  ( ENGINE )+ARVE  SKG 
REPR  SHP  ACFT  (HELCPTR)  ARVH  SKH 
REPAIR  SHIP  BATTLE  DMG-ARB  SKI 
REPR  &  CABLE  LAYING  SHIP-ARC  SKJ 
REPR  SHIP  INT  COMB  ENG-ARG  SKK 
REPR  SHP  LANDING  CRAFT-ARL  SKL 
RESCUE  &  SALVAGE  SHIP  SKM 
RESCUE  SHIP  SUBMARINE-ASR  SKN 
RSCH  SHP  OCEANOGRAPHIC-AGOR  SKP 
RSCH  SHP  OCEAN  ENGR  NUCLR-NS  SKQ 
RSCH  SHP  ENVIRONMENTAL-AGER  SKR 
RESEARCH  SHIP  ESCORT-AGDE  SKS 
RSCH  SHP  HYDROFOIL-AGEH  SKT 
RESEARCH  SHP  TECHNICAL-AGTR  SKU 

AUXILARY  SHIPS 

SALVAGE  SHIP-ARS  SLC 
SALVG  LIFT  SHIP-ARSD-AHLC  SLD 
SALVAGE  CRAFT  TENDER-ARST  SLE 
SEA  CONTROL  SHIP  SLF 
SERVICE  CRAFT  SLJ 
SHIP  STORE-AF  SLG 
SHIP  STORE  COMBAT-AFS  SLH 
SHIP  STORES  ISSUE-AKS  SLI 
SUBMARINE  AUXILARY-AGSS(ASW)  SLK 
SUBMARINE  AUXILARY-AGSS(R+D)  SLL 
SUPPORT  SHIP  COMBAT  FAST-AOE  SLN 
SUPPORT  SHIP  HYDROFOIL  AGHS  SLO 
SURTASS  SHIP  T-AGOS  SLP 
SURVEYING  SHIP  SMALL-AGS  SLQ 
SURVEYING  SHIP  MEDIUM-AGS  SLR 
SURVEYING  SHIP  LARGE-AGS  SLS 
SURVEYING  SHIP  COASTAL-AGSC  SLT 
TANKER  GASOLINE-AOG  SLW 

AUXILARY  SHIPS 

TENDER  DESTROYER-AD  SMC 
TENDER  SEAPLANE-AV  SMD 
TENDER  SEAPLANE  SMALL-AVP  SME 
TENDER  SUBMARINE  (FBM) -AS  SMF 
TENDER  SUB  (NON-FBM) -AS  SMG 
TRANSPORT-AP  SMJ 
TRANSPORT  AUXILARY  ACFT-AVT  SMK 
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NAVY  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION 

CODE 

DESCRIPTION 

/  CODE 

TRANSPORT  COASTAL  SMALL-APC 

SML 

TUG  HARBOR  LGE  YTB 

SMR 

TUG  AUXILARY  OCEAN- ATA 

SMO 

TUG  SALVAGE  ATS 

SMS 

TUG  OCEAN  FLEET-ATF 

SMP 

FUEL  BARGE  NON-SELF  PROP 

SMZ 

TUG  SALVAGE  ATS 

SMQ 

57 


AIR  FORCE  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION  CODE 

AIRCRAFT 

ATTACK 


A- 1  SKY RAIDER  AAA 
A/EA-3  SKYWARRIOR  AAG 
RA-5  VIGILANTE  AAD 
A-6  INTRUDER  AAE 
A- 7  CORSAIR  II  AAF 
A-9  AAJ 
A-10  AAK 
A -26  INVADER  AAH 
A-37  AAI 

BOMBER 

B-l  ABH 
B-26  INVADER  ABA 
B-45  TORNADO  ABB 
B-47  STRATOJET  ABD 
B-50  SUPER  FORTRESS  ABG 
B-52  STRATO  FORTRESS  ABC 
B-57  CANBERRA  ABE 
B-58  HUSTLER  ABF 
B-66  DESTROYER  ABI 
B-70  VALKYRIE  ABM 

CARGO  TRANSPORT  (AC  AD) 

CX-2  ACE 
CX-3  ACC 
C-5  GALAXY  ACA 
C-6  ADA 
C-7  CARIBOU  ACB 
C-8  ACZ 
C-9  NIGHTINGALE  ACU 
C- 1 0  ADB 
C-12A  (CX-X)  ADC 
C-14  ADD 
C-15  ADE 
C- 1 8  ADF 
C-45  EXPEDITOR  ACH 
C-46  COMMANDO  ACO 
C-47  SKYTRAIN  ACG 
C-54  SKYMASTER  ACI 
C-97  STRATO  FREIGHTER  ACL 
C-117  SKYTRAIN  ACJ 
C-118  LIFTMASTER  ACK 
C-119  FLYING  BOXCAR  ACM 
C-121  CONSTELLATION  ACF 
C-123  PROVIDER  ACT 
C-124  GLOBEMASTER  ACN 
C-130  HERCULES  ACD 
C-131  SAMARITAN  ACP 
C-133  CARGOMASTER  ACQ 
C-135  STRATOLIFTER  ACR 
C-137  STRATOLINER  ACV 
C- 140  JET  STAR  ACW 
C-141  STARLIFTER  ACS 
C-142  ACY 
C-X  KING  AIR  TYPE  (C10A)  ACX 


SPECIAL  ELECTRONIC  INSTALLTION 


DESCRIPTION 

CODE 

E-2  HAWKE YE 

AEB 

E-3A 

AEC 

E-5 

AEE 

FIGHTER 

F-4  PHANTOM  II 

AFC 

F-5  FREEDOM  FIGHTER 

AFA 

F- 1  2 

AFE 

F - 1 4  TOMCAT 

AFU 

F-15  EAGLE 

AFF 

F-16  FALCON 

AFH 

F-17 

AFI 

F-80  SHOOTING  STAR 

AFP 

F-84  THUNDERSTREAK 

AFQ 

F-86  SABRE 

AFR 

F-89  SCORPION 

AFS 

F- 1 00  SUPER  SABRE 

AFG 

F-101  VOODOO 

AFJ 

F-102  DELTA  DAGGER 

AFT 

F-104  STARFIGHTER 

AFK 

F - 1 05  THUNDERCHIEF 

AFL 

F- 1 06  DELTA  DART 

AFM 

F-l  1 1 

AFN 

HELICOPTER 

UH-1  IROQUOIS 

AHA 

H-3  JOLLY  GREEN  GIANT 

AHD 

H-3  SEA  KING 

AHC 

H- 1 3  SIOUX 

AHG 

H-19  CHICKASAW 

AHU 

H-21  WORKHORSE 

AHV 

CH-34  CHOCTAW 

AHX 

H-41  SENECA 

AHZ 

H-43  HUSKIE 

AHO 

H-46  SEA  KNIGHT 

AHJ 

CH-47  CHINOOK 

AHK 

CH-53  SEA  STALLION 

AHP 

HH-53  SUPER  JOLLY 

AHL 

UH-60  UTTAS  BLACK  HAWK 

AIA 

MISCELLANEOUS 

AABNCP-E4  AMB 

J9-C  TANKER  ACT  CONV  OF  707  AME 


OBSERVATION 

0-1  BIRD  DOG  AOA 

0-2  AOB 

RECONNAISSANCE 

RF-4C  ARE 

SR- 71  ARA 

ANTI-SUB 

S-2  TRACKER  ASA 

TRAINER 
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AIR  FORCE  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION 

CODE 

T-28  TROJAN 

ATO 

T-29  FLYING  CLASSROOM 

ATK 

T-33  SHOOTING  STAR 

ATL 

T-34  MENTOR 

ATM 

T-37 

ATA 

T-38  TALON 

ATB 

T-39  SABRELINER 

ATC 

T-41  MESCALERO 

ATE 

T-43 

ATS 

UTILITY 

U-l  OTTER 

AUA 

U-2 

AUJ 

U-3 

AUK 

U-4  AERO  COMMANDER 

AUL 

U-5 

AUM 

U-6  BEAVER 

AUG 

U-7 

AUN 

U- 1 0  COURIER 

AUD 

U-l 6  ALBATROSS 

AUI 

U-l 7  SKYWAGON 

AUC 

U-l 8  NAVION 

AUO 

U-l 9  SENTINEL 

AUP 

U-20 

AUQ 

U-2 1 

AUR 

U-22 

AUS 

U-24 

AUT 

CREDIBLE  CHASE  ACFT 

AUF 

VTOL/STOL 

V-4  HUMMINGBIRD 

AVK 

V-6 

AVL 

C-7  CARIBOU 

AVE 

OV-10  LARA  (NOW  BRONCO) 

AVJ 

RESEARCH  SERIES 

X- 1 5 

AWA 

X  -  2 1 

AWB 

X-22 

AWC 

X-24 

AWD 

X-25 

AWE 

AIRCRAFT  ENGINES 

TURBOJET 

J-33 

BJA 

J-57 

BJH 

J-58 

BJD 

J-60 

BJE 

J-69 

BJG 

J-75 

BJI 

J-79 

BJJ 

J-85 

BJL 

JT3D-3 

BJM 

JT8D-9 

BJN 

PT-8A 

BJP 

RECIPROCATING 


0/TV0-435  BRA 
VO-540  BRC 
R" 1 830  BRD 


DESCRIPTION 

CODE 

R-2000 

BRG 

R-2800 

BRH 

R-3350 

BRE 

R-4360 

BRF 

I0360-D 

BRI 

0-300D 

BRJ 

0470-13 

BRK 

TURBOFAN 

A- 1 0 

BSF 

TF-30 

BSD 

TF-33 

BSG 

TF-34 

BSH 

TF-39 

BSJ 

TF-41 

BSL 

F-100 

BSR 

F-101 

BSP 

F-103 

BSQ 

F-108 

BSS 

TURBOPROP/TURBOSHAFT 

.  T-50 

BTA 

T-53 

BTB 

T-55 

BTC 

T-56 

BTD 

T-58 

BTF 

T-64 

BTK 

T-76 

BTM 

T-400 

BTN 

PT6A-41 

BTP 

MISSILES  &  ROCKETS 

ABM  SYSTEMS 

DEF  METEOR  SAT  PROG 

CEA 

SAFEGUARD 

CED 

LAUNCHING  DEVICES 

LAUNCHER  LAU-3A 

CLB 

LAUNCHER  LAU-59A 

CLE 

LAU-68 

CLH 

LAU-69 

CLC 

M200  LAUNCHER 

CLK 

M203  GRENADE  LAUNCHER 

CLD 

MISSILES  (CM  CN) 

MGM-1  MATADOR 

CMW 

AIR-2  GENIE 

CNI 

AIM-4/26/47  FALCON 

CMP 

AIM-7  SPARROW 

CMB 

AIM-9  SIDEWINDER 

CMD 

AIM- 10  BOMARC 

CMF 

AGM-12  BULLPUP 

CME 

MGM-1 3  MACE 

CMH 

CGM/HGM- 1 6  ATLAS 

CMA 

PGM- 17  THOR 

CMQ 

PGM- 1 9  JUPITER 

CMI 

ADM- 20  QUAIL 

CMJ 

H/LGM  25  TITAN 

CMC 

AGM-28  HOUND  DOG 

CML 

LGM-30  MINUTEMAN 

CMU 
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AIR  FORCE  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION 

CODE 

DESCRIPTION 

CODE 

AQM-34  DRONE 

CNA 

CONSTRUCTION  EQUIPMENT 

BQM-34  FIREBEE 

CMG 

MQM-39 

CMX 

CRANE  750  TON 

DEA 

AGM-45  SHRIKE 

CMK 

EXCAVATOR  DED  PT 

DEB 

AGM-48  SKYBOLT 

CMM 

GRADER  ROAD  MTZD 

DEC 

LIM-49  NIKE  ZEUS 

CMR 

LOADER  SCOOP 

DED 

AGM-65  MAVERICK 

CMN 

AGM-69  SRAM(SHT  RG  ATTK  MSL) 

CMS 

TRACTOR 

AGM-78  STANDARD  ARM 

CMO 

AGM-79  BLUEEYE  VIPER 

CMY 

AIRCRAFT  TOW  MB-2 

DKC 

AGM-80  VIPER 

CMV 

AIRCRAFT  TOW  MB-4 

DKD 

XAQM-81  SANDPIPER 

CMZ 

DOZER 

DKB 

ZAIM-82 

CNC 

INDUSTRIAL  WHEELED 

DKA 

AGM-84  HARPOON 

CNU 

TOW  FLIGHTLINE 

DKE 

ZAGM-86 

CNF 

AGM-88  HARM 

CNS 

TRUCKS 

AQM-91 

CNB 

XQM-93 

CND 

CARGO  1/2  TON  4X2 

DNF 

XQM-94 

CNE 

CARGO  3/4  TON  4X4 

DNG 

AIM-97 

CNG 

CARGO  1  1/4  T  CML 

DNR 

YQM-98 

CNH 

CARGO  2  1/2  TON  6X6  M-35 

DNN 

BGM-109  TOMAHAWK 

CNY 

CARGO  5  TON  M923/M925 

DPQ 

AMRAAM 

CNM 

CARGO  UTILITY  1/2  TON  4X2 

DPS 

ASMS  ADV  STRATEGIC  MSL  SYS 

CNQ 

CARGO  UTILITY  3/4  TON  4X4 

DPR 

IUS  FULL  SCALE  DEVELOP  SYS 

CNL 

CARRYALL 

DPY 

MX-MISSILE 

CNJ 

CRASH  P-2 

DNA 

MRASM 

CNW 

CRASH  P-4 

DNB 

PROGRAM  437 

CMT 

CRASH  P-10 

DPH 

SPACE  DEF  SYSTEM  64406F 

CNN 

CRASH  P-13 

DNI 

SPACE  SHUTTLE  644 11 F 

CNP 

DUMP  5  TON 

DPI 

WASP  MINI  MISSILE 

CNR 

FIRE  HIGH  CAPACITY 

DNQ 

FORKLIFT  4000  LB 

DPD 

ROCKETS 

FORKLIFT  6000  LB 

DPE 

2.75"  ROCKET  ALL  TYPES 

CRG 

FORKLIFT  10,000  LB 

DPF 

MB- 1 

CRC 

FORKLIFT  15,000  LB 

DPG 

RBU-1  (PAVE  ROCK 

CRQ 

LIFT  M9  &  U83  C/E 

DPU 

ROM  DECOY 

CRB 

LIFT  MJ-1B 

DPV 

AIR-2  GENIE 

CRA 

LOADER  A/C  25K 

DPJ 

PWN-5  (PROBE) 

CRE 

LOADER  A/C  40K 

DNC 

MER-6 

CRJ 

MULTISTOP  1-T 

DPX 

PWN-6  KITTY 

CRH 

PANEL  1  TON  4X2 

DNH 

PWN-7  ROOSTER 

CRI 

PICKUP  COMPACT 

DPT 

ADR-8 

CRK 

PICKUP  1/2  TON  4X2 

DNP 

PWN-8  (PROBE) 

CRF 

PUMPER  P-12  C-750 

DNE 

PWN-10 

CRR 

STAKE-PLATE  1  1/2  T  4X2 

DNS 

PWN-11  PROBE 

CRN 

TANK  DEMINERAL  WATER  2600  GAL 

DPW 

PWN-12 

CRS 

TANK  FUEL  M-49 

DPA 

M29A2  H-601  PRACTICE 

CRM 

TANK  FUEL  R-9  5000  GAL 

DNK 

66MM  HEAT 

CRD 

TANK  4X2  1200  GAL 

DNJ 

XM74  F/MPFW  FLAME 

CRL 

TANK  R-8  1500  GAL 

DNL 

TANK  LIQUID  NITROGEN  C-5 

DPB 

VEHICLES 

TANK  WATER  M-50 

DPC 

TELEPHONE  MAINTENANCE 

DPP 

TRACTOR  5  TON 

DPM 

VARIOUS 

TRACTOR  5  TON  M818 

DNM 

TRACTOR  10  TON  6X4 

DNX 

AMBULANCE  MODULAR 

DBA 

TRACTOR  44,500  GVM 

DNV 

ARMORED  VEHICLE 

DBI 

TRACTOR  FT  SIZE  5 

DNT 

BUS  INTERCITY 

DBB 

TRACTOR  OVER  5  TON 

DPN 

BUS  28  PAX 

DBC 

WRECKER  5T  M816 

DNU 

BUS  44  PAX 

DBD 

WRECKER  5T  M936 

DPL 

CLEANER  RUNWAY/STREET 

DBE 

C  U  C  V 

DBG 

WEAPONS 

M-35 

DBH 

SEDAN  4  DR  4X2 

DBF 

SEMI  TRAILER  20  TON 

DIA 

GUNS 

MUNITION  TRLR  MHU-141 

DLA 
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AIR  FORCE  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION 

CODE 

DESCRIPTION 

CODE 

GAU-5  MACHINE  GUN 

EBC 

40MM  M407A1 

FCD 

GPU-5A  3UW  POD 

EBB 

40NM  TP 

FCG 

7.62W  M60  MACHINE  GUN 

EBA 

81MM  M301 

FCL 

9  MM  HANDGUN 

EBF 

CXU-3  COLD  SMOKE 

FED 

MK-19  40MM  GUN 

EBD 

MK-4  MOD  3  SIGNAL 

FEC 

81MM  MORTAR 

EBE 

MXU-4  START  CART 

FEE 

CCU-43  IMP  CART 

FEF 

AMMUNITION 

CCU -44  IMP  CART 

FEG 

RR-136  CHAFF 

PEA 

RR-170  CHAFF 

FEB 

BOMB  (FA  FI) 

CARTRIDGE  FLARE  ALA- 17 

FBC 

ENGINE  STARTER  MXU-A/A 

FET 

BLU-1  ANTI-PAM  750  LB 

FAK 

IMPULSE  MLU-16/B 

FEU 

M1A2  CLUSTER  FRAGMENTATION 

FAY 

IMPULSE  ARD-863- 1 

FCS 

GBU-2  (PAVESTORM) 

FAG 

Ml A4  CLUSTER  FRAGMENTATION 

FAR 

DISPENSER  8  BOMB 

BDU-8  PRACTICE 

FAM 

BLU-1 0  ANTI -PAM  250  LB 

FAI 

CBU-2A  DISPENSER  8  BOMB 

FJC 

GBU-15 

FIC 

CBU-3  DISPENSER  8  BOMB 

FJE 

MK-15  FIN 

FIA 

CBU-7  DISPENSER  8  BOMB 

FJJ 

MK-20  ROCKEYE 

FAB 

CBU-12  DISPENSER  8  BOMB 

FJK 

BLU-23/32  ANTI-PAM  500  LB 

FAD 

CBU-14  DISPENSER  8  BOMB 

FJO 

CBU-24  SADEYE  W/BOMBLET 

FAF 

CBU-22  DISPENSER  8  BOMB 

FJG 

BLU-27/B  FIRE  BOMB 

FAZ 

CBU-24/29  DISPENSER  8  BOMB 

FJP 

BLU-31/B 

FAW 

CBU-25  DISPENSER  8  BOMB 

FJH 

BDU-33/B  PRACTICE 

FAT 

CBU-30  DISPENSER  8  BOMB 

FJI 

BLU-34 

FAX 

CBU-34/42  DISPENSER  8  BOMB 

FJQ 

M-36  750  LB 

FAE 

CBU-38  DISPENSER  8  BOMB 

FJS 

BDU-38  PRACTICE 

FIB 

CBU-46  DISPENSER  8  BOMB 

FJT 

BDU-39B/TX-61  PRACTICE 

FAU 

CBU-49  DISPENSER  8  BOMB 

FJX 

BSU-49  AIR  INFLATE  RETARD 

FID 

CBU-52  DISPENSER  8  BOMB 

FJU 

BSU-50  AIR  INFLATE  RETARD 

FIE 

CBU-54  DISPENSER  8  BOMB 

FJV 

AGM-62/A  WALLEYE 

FAA 

CBU-55  DISPENSER  8  BOMB 

FJY 

MK-81  250  LB 

FAJ 

CBU-58  DISPENSER  8  BOMB 

FJW 

MK-82  500  LB 

FAL 

CBU-7 1  DISPENSER  8  BOMB 

FJF 

MK-83  GP  1000  LB 

FAN 

CBU-87 

FJA 

MK-84  2000  LB 

FAV 

CBU-90 

FJB 

CBU-87  CEM 

FIF 

CBU  TFDM  DISP  8  BOMB 

FJM 

CBU-89  TMD/GATOR 

FIG 

CBU-90  ACM 

FIH 

FUSE 

MK-106  PRACTICE 

FAP 

Ml  1  7  750  LB  DEMOLITION 

FAC 

FMU-7B  ELECTRIC  SET 

FKA 

ADU-253/B  CANISTER  W/BLU-3/B 

FAQ 

FMU-26/B  MULTI-PURPOSE 

FKE 

ADU-272/B  CANISTER  W/BLU-26 

FAS 

FMU-30  FUSE 

FKG 

BIGEYE 

FI  I 

FMU-35/B  LONG  DELAY 

FKH 

SMOKE  PWP  100  LB  BOMB 

FAO 

FMU-54/B  RETARDING 

FKI 

E-0  BOMB  GUIDANCE  KIT 

FAH 

FMU-56  AIRBURST 

FKC 

FMU-57  AIRBURST 

FKD 

CARTRIDGE  (FB  FC  FE) 

FMU-72  LONG  DELAY 

FKL 

FMU-81 

FKN 

5.56MM  BALL  (AD-71) 

FBI 

FMU-1 10 

FKF 

7.62MM  4/1  BALL  TRACER 

FBG 

FMU  112 

FKK 

7.62MM  M-13  LINK 

FBN 

FMU-1 1 3/B 

FKB 

7 . 62MM  A1 64/1 65 

FBM 

FMU- 124 

FKM 

7.62MM  BLANK  LKD 

FBE 

FMU- 130 

FKR 

20MM  COMBAT  ROUNDS 

FBU 

MK-339  MECH  TIME 

FKJ 

20MM  HEI  (M21 0 ) 

FBS 

M904  NOSE 

FKP 

20MM  TRAINING 

FBZ 

M905  TAIL 

FKQ 

30  CALIBER 

FBD 

30MM  API 

FBA 

MINE 

30MM  COMBAT 

FCB 

30MM  TRAINING 

FCA 

SUU- 1 3 (DRAGONTOOTH)MINE 

FMR 

30MM  HEI 

FBB 

CBU-28  DISPENSER  8  MINE 

FMS 

38  CALIBER 

FBF 

CBU-33  DISPENSER  8  MINE 

FMU 

40PM  HE  M406 

FCE 

CBU-34  DISPENSER  8  MINE 

FMT 

40MM  HEI 

FCF 

CBU  TFDM  DISPENSER  &  MINE 

FMV 
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AIR  FORCE  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION 

CODE 

DESCRIPTION 

CODE 

ELECTRONICS 

AN/GPN-22 

GMJ 

AN/APR  25/26  RADAR 

GNK 

AN/APR-36/37 

GNI 

VARIOUS  (GA  GB) 

AN/APR-38 

GME 

AN/APR-39 

GMG 

AN/DLQ-3B  ECM  SET 

GAO 

AN/ALR-56  WARNING  RECVR 

GMC 

AN/AAQ-6  (EVS) 

GAB 

AN/APA-57 

GNA 

AN/TSW-7  AIR  CENTR  CNTRL  SYS 

GAC 

AN/APN-59  WEATHER  RADAR 

GNJ 

AN/ALQ-26  PAVE  TACK 

GAV 

AN/UPA-62  PPI  SCOPE 

GMH 

AN/USQ-28 

GAN 

AN/ALR-69 

GNQ 

AN/ALQ-28  ECM 

GAL 

AN/APA- 74 

GNB 

AN/ALR-31  ELEC  COUNTERMEASUR 

GAR 

AN/FPS-89 

GNO 

AN/ALE-40  COUNTERMEASURES 

GAW 

AN/APA-92 

GNC 

AN/ALR-45 

GAM 

AN/SPF-95  441 -A 

GW 

AN/ALR-46 

GAH 

AN/APQ- 1 00  TARGET  ACQ. 

GMI 

AN/ALR-62  COUNTERMEASURES 

GAQ 

AN/FPS- 1 00  RADAR  SET 

GNL 

AN/ALQ-87  ECM  POD 

GAK 

AN/APQ- 102  RADAR  SYS 

GNR 

AN/ALQ- 1 0 1  ECM 

GBH 

AN/APS- 107 

GMK 

AN/ALQ-1 19 

GAU 

AN/FPS- 108  PHASED  ARRAY  RADAR 

GMB 

AN/ALQ- 122  ECM  SYS 

GAF 

AN/APQ- 109  TARGET  ACQ 

GML 

AN/ALQ- 125  TEREC 

GAX 

AN/APQ- 1 1 0  TRF 

GW 

AN/ALQ-1 31 

GAI 

AN/APQ- 11 3  ATTACK 

GMN 

AN/ALQ- 135 

GAE 

AN/APQ- 11 4  ATTACK 

GMP 

AN/AFQ- 1 37 

GAA 

ARN-118  TACAN 

GMQ 

AN/ALQ- 153  TAIL  WARNING  SYSTM 

GAY 

AN/APQ- 119 

GNE 

AN/ALQ- 155 

GAG 

AN/APQ- 120  FC 

GMR 

GEODSS 

GAD 

ARN-127  VOR/ILS 

GMS 

GSSI  GRND  SUP  SYS  INTEG 

GAT 

AN/APN-145 

GNF 

HALO 

GBE 

AN/APN- 147  DOPPLER 

GMT 

NAVSTAR 

GAJ 

AN/APN- 153  DOPPLER 

GMU 

TEAL  RUBY 

GBC 

AN/APN- 158  WEATHER  RADAR 

GMV 

AN/APN- 159  BOMB  NAV  8  FR  CTRL 

GMW 

COMMUNICATIONS 

AN/APQ- 161 

GNN 

AN/APN- 169  STATION  KEEPING 

GMX 

AHTSQ-1 1 1 (2) 

GDI 

AN/APN- 175  DOPPLER 

GMY 

AN/FSC- 78 

GDB 

AN/APN- 185  DOPPLER  NAV 

GM2 

AN/UGC- 1 29 

GFB 

AN/APN-21 8  DOPPLER 

GNS 

AN/UGC- 1 4 1 

GFJ 

AN/APN-221  DOPPLER 

GNT 

CNEWS 

GDD 

AN/FSD  JOINT  STARS 

GNP 

DSCS-3  DEF  STAT  COMM  SYS 

GDE 

AWADS  FOR  C-130 

GNH 

MARK  XII  PROGRAM 

GDA 

ESGN  TEST  EQUIP 

GNX 

OPTION  GRND  COW  NETWORK 

GDF 

IMPROVED  RADAR  SIMULATOR 

GNV 

JOINT  TACTCL  INF  DSPLY  SYS  ASI 

GDH 

JOINT  TAC  INFO  DIST  SYS/TERM  P 

GDL 

RADIO  (GP  GR) 

ENHANCED  JTIDS 

GDM 

M-X  CMD  CTRL  &  COW  SYS 

GDC 

AN/TRU-6  TRANSMITTER 

GPE 

AN/GRT-2 1 / 22 

GPL 

CRYPTOGRAPIC  EQUIPMENT 

AN/ARC-34 

GPA 

AN/TRQ-35 ( V) 

GRB 

TSEC/KW-7 

GEI 

AN/VRC-44 

GRA 

TSEC/KI -22 

GEC 

AN/TSC-60 

GPF 

KG-30 

GEM 

AN/ARC-63 

GPB 

TSEC/KG-34 

GEE 

AN/ARC-84 

GPC 

KY-57 

GER 

AN/ARC-88 

GPD 

KY-58 

GES 

AN/PRC-90  RADIO 

GPN 

KY-65 

GEK 

AN/ARN-92  LORAN  D 

GPH 

KY-75 

GEL 

AN/TRC-97A 

GPV 

AN/ARC-113 

GPT 

RADAR  8  NAVIG  AIDS  (GM  GN) 

AN/ARC- 143  RADIO  SET 

GPM 

AN/ARC- 150  UHF 

CPI 

AN/ASD-1  ARBNE  ELECT  SUB-SYS 

GMA 

AN/ARC- 150  WHF  RADIO 

GPI 

AN/MPS-T- 1  RADAR  CONTROL  VAN 

GMD 

AN/ARC-161  RADIO 

GPQ 

AN/MES-T1  RADAR  SETS 

GMF 

AN/TRC- 1 70  RADIO 

GPJ 

AN/UPQ-3 

GNU 

AN/GRC- 1 71 

GPG 

AN/GPS-6 

GNG 

AN/ARC- 186  RADIO 

GPR 

AN/FSS-7  RADAR  SURV  CENTRAL 

GND 

AN/GRC- 206 

GPW 

AN/GRC-2 1 2 

GPU 

AN/UXC-4 

GPX 
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AIR  FORCE  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION  CODE 

NUMBERED  SYSTEMS  (GW  GX) 

404 L  TRAFF  CNTRL  &  LAND  SYS  GWD 

407L  TACTICAL  AIR  CONTROL  SY  GWA 

41 0L  AREA  SURV  CNTRL  SYS  GWN 

411LAWACS  GWO 

41 2L  AIR  WEAPONS  CONTROL  SYS  GWB 

413L  DEW  LINE  GWR 

41 5L  MACIMS  GXT 

416L/M  CONT  AIR  DEF  CTRL  GWC 

416P  SEEK  DAWN  SYSTEM  GWF 

41 8L  RYUKYU  AIR  DEFENSE  SYS  GWM 

425 L  NORAD  COC  GWE 

427M  CHEYENNE  GXO 

431 L  TRACALS  INCL  AN/FPH-47  GWG 

433L  WEATHER  SYSTEM  GWH 

435L  APOLLO  RNG  INSTR  ACFT  GWS 

436M  SAC  CMD  £  CTRL  GX$ 

439 L  SEA  COASTAL  CABLE  COMM  GWV 

440 L  FWD  SCATTER  OTH  RAD  GWI 

458 L  EUR  WIDEBND  TRANSMSN  GWJ 

465 L  SAC  CONTROL  SYSTEM  GWK 

466L  ELECTROMAGNETIC  INTEL  S  GWL 

469 L  CORTS  GXA 

473L  USAF  COMMAND  CONTROL  SY  GWP 

474L  BMEWS  GWQ 

474N  SLBM  DETECTION  SYS  GXC 

47 7 L  NUDETS  GXI 

478T  CTC  (TRI-TAC)  GXU 

481 L  SAC  POST  ATTK  CMD  CNTRL  GWT 

482L  EMS  EMERG  MISSION  SUPPT  GWU 

483L  DIGITAL  COMM  SYS  GXJ 

484L  SOFT  TALK  SECURE  VOICE  GWW 

484N  WET  WASH  PACIFIC  COWUN  GWX 

485L  TAC  AIR  CTRL  SYS  GXQ 

486L  DEEP  SEA  GWY 

487L  SLFCS  GWZ 

487M  SPECIAL  PURP  COMM  SYS  GXK 

488L  GREEN  PINE  GXL 

489L  NORTHERN  AREA  CMND  SYS  GXM 

490L  AUTOVON  DCS  AUTOMATIC  V  GXB 

492 L  US  STRICOM  COMMAND  CONT  GXD 

493L  VOCOM  SECURE  VOICE  SWIT  GXE 

494 L  ERCS  EMERG  RKT  COMM  SYS  GXF 

495L  USAF  GROUND-AIR  SYSTEM  GXG 

496 L  SPADATS  SPACETRACK  GXH 

497 L  ADS  AUTO  DIG  SWITCH  SYS  GXN 

689AQ  TAC  SAT  COM  GXP 

698AJ  GXR 

UNNUMBERED  SYSTEMS  (GY  GB) 

AF  INT  COM  CTRL  SYS  GYA 

AFSATCOMM  GY I 

AIRCOM  SPACECOM  GYF 

COBRA  DANE  GYO 

COBRA  JUDY  GYR 

COBRA  MIST  GYE 

COBRA  SPOT  GBK 

COBRA  TALON  GYJ 

COMBAT  DAWN  GYH 

COMBAT  GRANDE  GBZ 

COMPASS  EARS  GYC 

CREEK  RIB  GYD 

CRITCOM  GYK 

DARK  TEA  GBR 


DESCRIPTION  CODE 

DSSCS  DEF  SPEC  SECUR  COM  $YS  GYM 
EASTERN  TEST  RANGE  GYG 
EELPOT  GBG 
HAVE  QUICK  GBJ 
HAVE  RONDO  GBX 
HAVE  ROSE  GBY 
IDHS  INTELLIGENCE  DATA  HANDL  GYB 
KETCHUM  GBA 
LORAN  D  AN/ARN- 1 01  GYQ 
MARSHLAND  GBD 
PEACE  CUBE  GBS 
PEACE  HAWK  GBT 
PEACE  QUIET  GBU 
PEACE  SHIELD  GBV 
QUICK  FOX  GBW 
ROMO  II  GBB 
ROYAL  RTADS  GYU 
SACDIN  GYV 
SAGA  GBF 
SAYERS  GBP 
SEEK  SKYHOOK  GYP 
WINDJAMMER  GBI 
WWMCCS(DSP)  1 2431 F  GYT 


OTHER  EQUIPMENT 
NIGHT  VISION 


CHAFF  RR  41  HBN 
CONTROLLERS  PAL/CD  HBL 
FLARE  MJU-2  HBF 
FLARE  MJU-10  HBH 
FLARE  CART  M206  HBI 
FLARE  IR  RR- 1 71  MJU-7  HBE 
PARACHUTE  FLARE  LUU-4  HBD 
PARACHUTE  FLARE  M8A1  HBG 
PARACHUTE  FLARE  MK/24  LUU2  HBA 
PARACHUTE  FLARE  MK45/LUU-2B  HBC 
PARACHUTE  FLARE  RR- 1 1 9  HBJ 
PARACHUTE  FLARE  IR  RR- 1 1 9  HBB 
RETARD  DEVICE  MC-3468  HBM 
TRAINER  B83  HBK 

GENERATORS 

MD-4  HDI 
1 5  KW  HDD 
30  KW  HDA 
30 -E  EMU  GENERATOR  HDB 
M  32-60A  HDK 
60  KW  HDE 
72  KW  HDF 
100  KW  MOD  MER-007  HDC 
200  KW  MOD  MEP-009  HDH 
750  KW  HDG 

MISCELLANEOUS 

AIR  CARGO  MATERIALS  HAND  463L  HXA 
AIR  CONDITIONER  AM32C10C  HXC 
AIR  CONDITIONER  A3  HXD 
AIR  CONDITIONER  MA-3  HXF 
ANTENNA  TEST  STATION  HXH 
AUTO  TEST  SYSTEM  A15/DQ/GSM  HXI 
BLADDER,  FUEL  50,000  GAL  HXJ 
CALIBRATOR  ACFT  ENG  TEST  HXK 
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.AIR  FORCE  SYSTEM  OR  EQUIPMENT  CODES 


DESCRIPTION 

CODE 

DESCRIPTION 

CODE 

CALIBRATOR  WETTMETER 

HXL 

NET  ASSEMBLIES  108"X88" 

HYD 

COMBAT  SUPPLY 

HXM 

NOISE  SUPPRESSOR 

HYE 

CONTAINER  EXPANDABLE  SHELTER 

HXN 

PACER  BOUNCE  HF  RADIO 

HYG 

DEICING  UNIT  ACFT 

HXP 

PACER  SPEAK 

HYF 

DISTRIBUTION  CENTER  SECONDARY 

HXQ 

PHOTO  PROC  INTREP  SYS 

HYH 

ENGINE  GAS  TURB  AN/32  85-180 

HXE 

POWER  PLANT  A/E24U8 

HYI 

ENGINE  TEST  STAND 

HXR 

SANITATION  MOBILE  FACILITY 

HYJ 

HANGER  AIRCRAFT 

HXS 

SCALE  LOAD  CELL 

HYK 

HEATER  H-l 

HXT 

SHELTER  GENERAL  PURPOSE 

HYN 

HELMET  SYSTEM  HGU-51 /PCD 

HXU 

SIGNAL  GENERATOR  0.5-512MHZ 

HYP 

HOOD  BLOWER  CD  SYSTEM 

HXV 

SIGNAL  GENERATOR  2.0-18.0GHZ 

HYQ 

HUSH  HOUSE 

HXB 

SIZE  SEGREGATED  STORAGE  SYS 

HYR 

HYDRAULIC  TEST  STAND  MK-3A 

HXW 

SPECTRUM  ANALYZER 

HYS 

IFF  TEST  SET  RESPOND  PD398 

HXX 

TEST  SET  RCVR  CTRL  ALM191 

HYT 

LASER  BOMB  GUIDANCE  KIT 

HXG 

TEST  SET  AIR  DATA  COMPUTER 

HYU 

LAUNDRY  UNIT  FIELD 

HXY 

TEST  SET  TTU  205  C/E 

HYV 

MAC  C3  SUPPORT 

HXZ 

TEST  SET  SURVIVAL  RADIO 

HYW 

MILES  SETS 

HYA 

TOW  BAR  CLASS  I 

HYX 

MOBILE  ARRESTING  BARRIERS 

HYB 

WAREHOUSING  SYSTEM  AUTOMATED 

HYY 

MODERNIZATION 

HYC 

WEAPONS  STORAGE  VAULT 

HYZ 
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Section  ill 

DOD  CLAIMANT  PROGRAM  NUMBERS 
(Item  B8B) 


SECTION  III 

DOD  CLAIMANT  PROGRAM  NUMBER 
(Item  B8B) 

A  claimant  program  number  designates  a  grouping  of  supplies,  con  struction 
or  other  services.  One  of  the  following  code  numbers  should  be  entered  in  Item  B8B 
of  each  DD  Form  350  in  accordance  with  definitions  provided  in  this  section. 


Code  P.rQ.qram,  Title 

A1A  Airframes  and  Related  Assemblies  and  Spares 
A1B  Aircraft  Engines  and  Related  Spares  and  Spare  Parts 
A1C  Other  Aircraft  Equipment  and  Supplies  Not 
Included  in  A1A  and  AIB 
A20  Missile  and  Space  Systems 

A30  Ships 

A4A  Combat  Vehicles 

A4B  Non-Combat  Vehicles 

A50  Weapons 

A60  Ammunition 

A70  Electronics  and  Communication  Equipment 

A8A  Petroleum 

A8B  Other  Fuels  and  Lubricants 

A8C  Separately  Procured  Containers  and  Handling 

Equipment 

A90  Textiles,  Clothing,  and  Equipage 

B10  Building  Supplies 

B20  Subsistence 

B30  Transportation  Equipment  (Railway) 

B90  Production  Equipment 

C20  Construction 

C9A  Construction  Equipment 

C9B  Medical  and  Dental  Supplies  and  Equipment 
C9C  Photographic  Equipment  and  Supplies 

C9D  Materials  Handling  Equipment 

C9E  All  Others  Not  Identifiable  to  Any  Other 

Procurement  Program 
S10  Services 


When  planned  use  Is  known  at  the  time  of  purchase,  a  procurement  program 
should  be  selected  on  the  basis  of  the  use  of  the  supplies  or  work  purchased.  This 
includes  all  items  pertaining  to  the  following: 


1.  Crating,  packaging  materials,  and  dunnage. 

2.  Conversion,  maintenance,  and  repair,  including: 

a.  Materials 

b.  Services  (performed  by  contractors) 

c.  Operating  supplies 

d.  Components  and  repair  parts 

3.  Related  training  equipment  and  devices  (including 
technical  manuals  and  publications). 

4.  Related  research  and  development  and  preproduction 
materials  and  equipment.  An  exception,  however,  is 
the  construction  of  research  and  development  facil¬ 
ities,  which  are  included  in  program  C20 . 

When  planned  use  is  not  known,  items  pertaining  to  the  supplies  and  services 
listed  above  shall  be  identified  with  program  C9E  or  S10,  as  appropriate. 
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A-1  AIRCRAFT  PROGRAM 

This  program  consists  of  three  subprograms:  (a)  Airframes  and  Related  Assemblies 
and  Spares;  (b)  Aircraft  Engines  and  Related  Spares  arrd  Spare  Parts;  and  (c) 

Other  Aircraft  Equipment  and  Supplies  not  included  in  subprograms  (a)  and  (b) . 


(a)  Airframes  and  Related  Assemblies  and  Spares. 


Includes. 


Program  in  Which 
Exclusions 

Included 


Complete  aircraft  (procured  as  such, 
i . e . --helicopters ,  excluding  GFE) . 

Airframe  assemblies  and  spares, 
such  as  tail  assemblies,  wing  as¬ 
semblies,  landing  gears,  etc. 

Special  jigs,  dies,  and  fixtures  to 
be  used  only  in  the  fabrication  of 
a  specific  airframe  model  (in¬ 
cluding  variations  thereof). 

Maintenance  tools  peculiar  to  the 
ai rcraf t . 


GFE  tires  and  tubes  A-lc 

General  purpose  production  B-9 

equipment . 

Production  facilities.  C-2 


(b)  Aircraft  Engines  and  Related  Spares  and  Spare  Parts. 


Includes. 


Excliid.ee 


Program  in  Which 
Exclusions 

exe  Included 


Aircraft  engines  and  parts. 

Assist  takeoff  other  than  droppable 
units . 

Aircraft  jet  engines  and  parts 
used,  without  major  modification, 
on  guided  missiles . 

Special  jugs,  dies,  and  fixtures  to 
be  used  only  in  the  fabrication 
of  a  specific  model  of  aircraft 
engine,  including  inspection 
gages . 

Maintenance  tools  peculiar  to  the 
engine . 


Aircraft  engines  incorpo-  A-la 

rated  in  aircraft  procured 
as  complete  aircraft. 

Assist  takeoff  (ATO) ,  drop-  A-6 

pable  units  only. 

General  purpose  production  B-9 

equipmen  t . 

Production  facilities  C-2 


(c)  Other  Aircraft  Equipment  and  Supplies  Not  Included  in  Subprograms  (a)  and  (b)  . 


Includes. 


Program  in  Which 
Exclusions 

Excludes  sllsl  lnsikifeA 


Aircraft  instruments  and  parts  (ex¬ 
cept  electronic  equipment  for 
communication,  fire  control,  and 
radar).  Electrical  equipment, 
such  as  generators,  inverters 
starters,  alternators,  etc. 

Aircraft  propellers  and  hubs. 

Mobile  training  units. 

Flight  simulators . 

Ground  handling  equipment  peculiar 
to  a  specific  model  of  aircraft. 

Other  accessories  and  parts  readily 
identifiable  for  aircraft  use, 
such  as  gun  turrets,  bomb  racks 
and  releases,  rocket  launchers, 
fuel  tanks,  droppable  aircraft 
tanks,  tires  and  tubes,  control 
wires,  servo  and  other  control 
mechanisms ,  e tc . 


GFE  electronics  and  communi¬ 
cations  equipment. 

A-7 

GFE  weapons . 

A-5 

GFE  fire  control,  bomb 
sights  and  related  elec¬ 
tromechanical  devices. 

A-5 

or  A-7 

Aircraft  weapons . 

A-5 

Photographic  equipment . 

C-9 

Airborne  accessories  not  an 
operational  part  of  the 

A-9 

or  C-9 

aircraft,  such  as  life  rafts 
oxygen  masks,  parachutes, 
fire  extinguishers,  etc. 

Organizational  equipment,  B-9  or  C-9 

such  as  general  ground  or 
deck  handling  equipment, 
ships,  hangar,  and  air¬ 
field  equipment . 
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A-2  MISSILES  AND  SPACE  SYSTEMS  PROGRAM 


Program  in  Which 
Exclusions 

Includes  Excludes  exe.  Included 


Missiles  and  space  systems. 

All  missile  and  space  system  parts 
and  related  equipment  procured 
from  prime  contractors  except 
items  excluded. 

CFE  electronic  equipment  for  missiles 
and  space  systems. 

Booster  cases  for  missiles. 

Ground  handling  and  launching  equip¬ 
ment  peculiar  to  a  specific  model 
of  missile  or  space  system. 

Target  drones. 

Special  jigs,  dies,  and  fixtures 
which  can  be  used  only  in  producing 
specific  types  of  missiles  and 
space  systems,  including  inspection 
gages . 


GFE  aircraft  jet  engines  A-lb 

used,  without  major  mod¬ 
ifications,  on  missiles  or 
space  systems . 

Fuels  .  A-6  or  A-8 

GFE  electronic  equipment.  A-7 


A-3  SHIPS  PROGRAM 


Program  in  Which 
Exclusions 

Include, s  Excludes  axe  Included 


Construction  of  vessels  of  all  types. 

Total  cost  of  services,  civilian  labor, 
and  ship  parts  used  in  conversion, 
repair,  overhaul,  and  modernization, 
whether  done  by  private  contractors 
or  in  government  shipyards. 

Ship  parts  (except  those  excluded). 

Ship  armor  not  procured  with,  or  as 
a  part  of ,  weapons . 

Aircraft  catapults  and  arresting  gear. 

Assault  boats. 

Floating  cranes,  floating  drydocks, 
and  bridge  errection  boats. 

Production  equipment  procured  as  a 
part  of  and  mounted  on  floating 
equipment . 

Tracked  amphibious  vehicles,  such 
as  LVT’s. 

Shipbourne  deperming  and  degaussing 
equipment . 

Special  jigs,  dies,  and  fixtures, 
which  can  be  used  only  in  specific 
shipbuilding  operations,  including 
inspection  gages. 


Guns,  rocket  launchers,  tor-  A-5 
pedo  tubes,  depth  charge 
projectors,  and  other 
weapons . 

Fire  control  equipment 

GFE  electronic  equipment, 
e.g.,  communicaitons ,  fire 
control,  radar  ect. 

Ship  equipage  and  housekeep¬ 
ing  supplies ,  such  as 
brooms,  soap,  paint,  grease, 
light  bulbs,  mess  and  galley 
utensils,  cleaning  rags; 
office  supplies;  clothing 
and  other  personnel  items; 
recreation  equipment  and  sup¬ 
plies;  and  similiar  types  of 
items  which  are  not  usually 
produced  as  ship  parts. 


A-5 

A-7 


Generally 
A-9  or  C-9 


including  propel¬ 

B-l 

ts)  . 

rubber  life  rafts. 

A-9 

tion  equipment. 

B-9 
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A-4  TANK/AUTOMOTIVE  PROGRAM 

This  program  consists  of  two  subprograms:  (a)  Combat  Vehicles  and  (b)  Non¬ 
combat  Vehicles . 

(a)  Combat  Vehicles . 


Includes 

Tanks . 

Self-propelled  gun  motor  carriages. 

Other  combat  vehicles. 

Combat  vehicle  parts. 

Modification,  whether  done  in  private 
or  in  government  production  facili¬ 
ties  . 

Special  jigs,  dies,  and  fixtures  which 
can  be  used  only  in  producing  a 
specific  combat  vehicle  model. 

(b)  Noncombat  Vehicles. 


Includes, 

Trucks,  ambulances,  passenger  cars, 
buses,  motorcycles,  and  other  motor¬ 
ized  vehicles,  including  wheeled  am¬ 
phibious  vehicles  (except  vehicles 
identifiable  to  the  construction 
equipment  portion  of  the  Miscel¬ 
laneous  Equipment  Program  C-9). 

Power-driven  trucks,  decontaminating. 

Bicycles . 

Trailers  and  semitrailers. 

Repair,  maintenance,  and  other  special 
purpose  noncombat  vehicles. 

Prime  con t ractor-f urnished  repair, 
rebuild,  production,  and  service 
equipment  procured  as  a  part  of  and 
mounted  on  noncombat  vehicles. 

Other  accessories  and  parts  readily 
identifiable  for  noncombat  vehicle 
use,  such  as  tires,  spark  plugs, 
batteries,  etc. 

Modification  whether  done  in  private 
or  in  government  production  facili¬ 
ties  (kits) . 

Truck  tractors. 

Special  jigs,  dies,  and  fixtures  which 
can  be  used  only  in  producing  a 
specific  noncombat  vehicle  model, 
including  inspection  gages. 


Program  in  Which 
Exclusions 

Excludes  Included 

Weapons.  A-5 

Fire  control  equipment.  A-5 

GFE  electronic  equipment,  A-7 

e.g.,  communicaiton ,  fire 
control ,etc . 

Tracked  amphibious  vehicles,  A-3 

such  as  LVT’s. 

Production  facilities.  C-2 

General  purpose  production  B-9 

equipment . 


Program  in  Which 
Exclusions 

Excludes,  suls.  Included 

Weapons.  A-5 

GFE  electronic  equipment,  A-7 

e.g.,  communicaiton,  fire 
control,  radar,  etc. 

Fire  control  equipment.  A-5 

Warehouse,  airfield,  and  C-9 

industrial  tractors . 

GFE  repair,  production,  and  C-9 

service  equipment  mounted 
on  noncombat  vehicles. 
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A-5  WEAPONS  PROGRAM 


Includes 

Small  arms,  automatic  weapons,  mor¬ 
tars,  artillery,  guns,  rocket  and 
grenade  launchers,  and  pyrotechnic 
projectors,  including  those  mounted 
on  vehicles,  ships,  and  aircraft. 

Flame  throwers. 

Smoke  generators  (land). 

Torpedo  tubes. 

Harbor  protection  nets. 

Depth  charge  projectors. 

Wholly  optical,  electrical,  or  mech¬ 
anical  fire  control  equipment,  in¬ 
cluding  binoculars,  bomb  sights, 
other  optical  equipment,  stop 
watches,  and  fire  control  mounts. 

Nonelectonic  portions  of  electronic 
fire  control  equipment  if  separately 
procured  and  if  procurement  and 
requirement  data  are  separately 
maintained . 

Special  jigs,  dies,  and  fixtures  which 
can  be  used  only  in  producing  specific 
types  of  weapons,  including  inspection 
gages . 

Deperming  and  degaussing  equipment 
(Range  Station) . 


Program  in  Which 
Exclusions 

Excludes  are  Included 

Paravanes.  A-3 

Shipborne  deperming  and  de-  A-3 
gaussing  equipment. 

Rocket  launchers  readily  A-l  or  A-2 

identifiable  for  aircraft 
use  and  launching  equip¬ 
ment  peculiar  to  a  specific 
model  of  guided  missile. 

Electronic  fire  control  A-7 

equipment  such  as  MK56 , 

MK63 ,  T33 ,  MK101 ,  MK102, 
etc . 


A-6  AMMUNITION  PROGRAM 


Includes 

Ammunition,  rockets,  bombs,  mines, 
grenades,  torpedoes,  depth  charges, 
demolition  material,  and  pyrotech¬ 
nics. 

ATO  units  (droppable  units  only)  and 
fuel  for  ATO  units . 

Rocket  and  guided  missile  fuel. 

Machine  gun  links. 

Ammunition  parts. 

Chemicals  used  in  bombs,  flame  throw¬ 
ers,  smoke  generators,  and  ammunition. 

Special  jigs,  dies,  and  fixtures  which 
are  used  in  producing  a  specific  type 
of  ammunition,  including  inspection 
gages . 


Program  in  Which 
Exclusions 

Excludes  Included 

Commercial  type  petroleum  A-8 

products . 

VT  fuzes.  A-7 

Booster  cases  for  guided  A-2 

missiles . 

Nondroppable  propulsion  A-l 

devices  installed  in  air¬ 
craft  . 

Droppable  aircraft  tanks.  A-lc 


/ 
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A-7  ELECTRONICS  AND  COMMUNICATION  EQUIPMENT  PROGRAM 


Include 


Program  in  Which 
Exclusions 

Excludes  axe  Included 


Electromagnetic  radiating  and  non¬ 
radiating  equipment,  except  that 
radiating  in  the  visible  spectrum, 
including:  radio  equipment  in¬ 

cluding  uses  for  telegraph,  tele¬ 
phone,  teletype,  facsimile,  tele¬ 
vision,  and  IFF  signals. 


X-ray  apparatus. 

Nonelectrical  communication 
equipment  such  as  pigeons 
and  flags . 

Blinker  lights  and  flash 
lights . 

Telephone  poles. 


C-9 

A-9  and  C-9 


C-9 

B-l 


Radar  equipment. 

Electronic  and  electro-mechanical 
computers . 

Radiation  aids  to  aircraft  control 
and  navigation,  including  control 
of  guided  missiles . 

Radiation  aids  to  control  fire  bombing, 
armament,  and  related  electro¬ 
mechanical  types  (not  otherwise 
covered) . 

Radiation  countermeasures,  including 
eletronic  deception  and  electronic 
j  amming . 

Radiac . 

Inf  rared . 

Meteorological . 

Sonar  equipment . 

Magnetic  amplifier  and  detection 
equipment . 

Equipment  used  for  transmission  or 
reception  of  intelligence  by  wires, 
cables,  or  coaxial  cable,  including 
recorders,  reproducers,  telegraph, 
telephone,  teletype,  facsimile, 
television,  interphone,  public 
address,  and  telemetering. 

Equipment  which  is  used  for  the  detec¬ 
tion  of  noise  and  interference  in 
the  radio  frequency  spectrum. 

Radiation  and  reradiation  equipment 
related  to  the  preceding  items. 

Equipment  which  is  ancillary  to  the 
preceding  items  such  as  antennas, 
connectors,  dynamotors,  headsets, 
microphones ,  radomes ,  servoamplif iers , 
test  equipment,  wave-guides,  cooling, 
heating,  and  pressurizing  equipment. 

VT  fuzes. 

Guided  bombs,  such  as  Tarzon  and  Razon. 

Special  jigs,  dies,  and  fixtures  which 
can  be  used  only  in  producing  specific 
types  of  electronics  and  communication 
equipment,  including  inspection  gages. 

Electronic  fire  control  equipment  such 
as  MK56 ,  MK63 ,  T33,  MK101 ,  MK102,  etc. 

Sniperscope . 


Tool  repair  kits,  pole  climb-  C-9 
ing  equipment,  plows,  earth 
augers,  and  other  tools. 
Photographic  equipment.  C-9 

Nonelectronic  meteorological  C-9 
equipment  such  as  thermom¬ 
eters,  barometers,  etc. 

Shelters,  carts  winches,  C-9 


rope,  boards,  maps,  tables, 
stakes,  air  conditioners, 
etc . 

Wholly  optical,  electrical  or  A-5 
mechanical  fire  control 
equipment,  including  binoc¬ 
ulars,  bomb  sights,  other 
optical  equipment,  stop 
watches,  and  fire  control 
mounts . 

Nonelectric  portions  of  elec-  A-5 
tronic  fire  control  equip¬ 
ment  if  separately  procured 
and  if  procurement  and  re¬ 
quirements  data  are  separately 
maintained . 
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A-8  FUELS  AND  LUBRICANTS  PROGRAM 


This  program  consists  of  three  subprograms:  (a)  Petroleum  Products,  (b)  Other 
Fuels  and  Lubricants,  and  (c)  Separately  Procured  Containers. 


(a)  Petroleum  Products. 


Program  in  Which 
Exclusions 

Includes  Excludes  are  Included 


Residual  fuel  oils. 

Lubricating  oils. 

Aviation  gasolines. 

Motor  gasolines. 

Kerosene . 

Distillate  fuels. 

Insulating  transformer  oils. 

Fog  oil . 

Greases . 

Jet  fuels. 

Asphalts  and  road  oils. 

Liquefied  petroleum  gas. 

Solvents  and  naphthas. 

Containers,  when  provided  by  the  sup¬ 
plier,  in  which  petroleum  products 
are  delivered  to  the  government. 

Chemicals  which  are  used  directly  in 
the  production  of  petroleum  and 
petroleum  products  as  well  as  chem¬ 
icals  used  in  the  processing  of 
petroleum  and  petroleum  products  which 
will  be  consumed  or  converted  into  by¬ 
products  in  the  course  of  processing. 


Other  fuels  and  lubicants.  A-8b 

Separately  procured  con-  A-8c 

tainers  for  petroleum  and 
petroleum  products . 

Petroleum  handling  equipment  A-8c 


(b)  Other  Fuels  and  Lubricants. 


Includes  Excludes 

Coal  and  coke.  Fuel  for  ATO . 

Manufactured  gas. 

Natural  gas. 

Other  nonpetroleum  fuel  and  lubricants. 

Containers,  when  provided  by  the  sup¬ 
pliers,  in  which  other  fuels  and 
lubicants  are  delivered  to  the  govern¬ 
ment  . 

(c)  Separately  Procured  Containers  and  Handling  Equipment. 


Include?  Excludes 

Separately  procured  containers  specifi-  Fuel  cells, 
cally  intended  for  use  with  petro¬ 
leum  and  petroleum  products  noted 
in  A-8a  such  as  can,  inflammable 
liquid,  steel  5  gallon  and  drum 
inflammable  liquid,  steel,  16-gage, 

55  gallon. 

Drum  cleaning  machines,  portable 
petroleum  pumps,  skid  tanks,  and 
petroleum  dispensing  nozzles. 


Program  in  Which 
Exclusions 
&££  Included 

A-6 


Program  in  Which 
Exclusions 
A££  Included 

A- 1 
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A-9  TEXTILES,  CLOTHING,  AND 
EQUIPAGE  PROGRAM  (TEXTILES) 


Includes 

All  clothing  and  leather  products. 

All  textiles  and  textile  products, 
such  as  tenting,  paulins,  bags, 
towels,  bedding,  canvas  cots, 
packs,  etc. 

Tents,  etc. 

Flags  and  accessories. 

Athletic  equipment. 

Gas  masks  (including  carrier). 

Items  which  are  generally  issued  to 
the  individual  for  his  own  use  such 
as  toilet  articles,  entrenching 
tools,  eating  and  drinking  utensils, 
etc.  (but  excluding  weapons,  am- 
muniton,  medical,  engineer,  and  other 
technical  items) . 

Oxygen  masks,  parachutes,  and  drop 
kits  . 

Life  belts  and  jackets. 

Dust  respirators. 

Rubber  or  fabric  life  rafts. 

Shoe  lasts . 


Program  in  Which 
Exclusions 

Exclude  Insludfid 

Metal  containers  of  more  than  C-9 

1  quart  capacity. 

General  housekeeping  supplies  C-9 

such  as  insecticides,  soap, 
toilet  paper,  candles,  light 
bulbs,  paint,  etc. 

General  housekeeping  equipment  C-9 

such  as  cooking  and  heating 
equipment,  refrigeration  and 
air  conditioning  equipment, 
garbage  cans,  furniture,  etc. 

Office,  depot,  and  warehouse  C-9 

supplies  and  equipment. 

Fire  extinguishers.  C-9 

Steel,  16  gage,  55  gallon.  A-8c 

Separately  procured  containers  A-8c 

specifically  intended  for 
use  with  petroleum  and  petro¬ 
leum  products  such  as  can, 
inflammable  liquid,  steel,  5 
gallon  and  drum  inflammable 
liquid . 


B-1  BUILDING  SUPPLIES 


Includes 

Military  type  bridging, (including 
pontoon  bridges ) . 

Landing  mats . 

Barbed  wire  and  metal  posts 

Pipe,  and  storage  tanks  for  pipe¬ 
line  projects . 

Prefabricated  buildings. 

Construction  supplies  including 
telephone  poles,  piling,  rail¬ 
way  track  and  ties,  lumber, 
cement,  bricks,  hardware,  mill- 
work,  etc. 

Heating,  refrigerating,  plumbing, 
and  lighting  fixtures  and  other 
electrical  equipment  to  be  in¬ 
corporated  as  an  integral  part 
of  structures. 

Pontoon  and  pontoon  propelling 
units  . 

Insulated  wire  and  cable,  except 
communication  wire. 


Exclude, & 


Program  in  which 
Exclusions 
Aifi  Included 


Construction  machinery,  C-9a 

such  as  tractors,  power 
shovels,  etc. 

Hand  tools  C-9E 

Portable  heating,  refrig-  C-9E 

erating,  and  ventilating 
equipment . 

Bridge  erection  boats  A-3 
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B-2  SUBSISTENCE  PROGRAM 


Includes 

All  food  and  beverage  products  for 
human  use,  including  operational 
type  rations. 

Materials  used  for  care  and  preser¬ 
vation  of  subsistence  supplies. 

Drums,  cans,  and  other  containers 
and  packaging  materials,  required 
for  the  delivery  of  food  and 
beverage  products. 

Chemicals  which  are  used  directly  in 
the  production  of  food  and  food 
products  as  well  as  chemicals  used 
in  the  processing  of  food  and  food 
products  which  will  be  consumed  or 
converted  into  byproducts  in  the 
course  of  processing 

Forage  for  animals. 


Exclude? 

Water  can,  5  gallon 
Cigarettes  not  part  of 
a  subsistence  package 


Program  in  Which 
Exclusions 
Included 

C-9E 

C-9E 


B-3  TRANSPORTATION  EQUIPMENT  PROGRAM 


Includes 

Railway  rolling  stock  and  parts 
Railway  cranes  and  parts. 
Railway  tools. 

Railway  signal  equipment. 
Maintenance  of  way  equipment. 


Excludes 

Railway  track,  ties, 
accessories . 


Program  in  which 
Exclusions 
Included 

and  B-1 
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B-9  PRODUCTION  EQUIPMENT 


This  program  consists  of  Production  Equipment  to  be  used  by  Government-Owned 
Facilities,  and  by  Privately-Owned  Facilities. 


Program  in  Which 
Exclusions 

Includes  ExaLutes.  ax*  Included 


Machine  tools  and  other  general 

purpose  cutting,  forming,  shaping, 
grinding,  abrading,  measuring, 
joining,  testing,  heating  or 
treating,  production  equipment 
to  be  used  in  production  facili¬ 
ties.  Rehabilitation  and  moder¬ 
nization  costs  and  parts  (but 
not  routine  maintenance)  for  above 
production  equipment.  Heavy  duty 
materials  handling  equipment  not 
incorporated  as  an  integral 
part  of  the  industrial  facility 
such  as  overhead  traveling  cranes, 
shipyard  cranes,  etc.  Production 
equipment  used  for  repair  and 
maintenance  if  such  equipment  is 
not  procured  as  a  part  of  and 
mounted  on  floating  equipment  or 
vehicles . 


Materials  handling  equipment 
such  as  conveyor  systems 
installed  in  warehouses  or 
other  nonproduction  facili¬ 
ties. 

Portable  conveyors,  fork 
lift  trucks,  industrial 
tractors  and  trailers, 
stackers,  etc. 

Nonmechanical  processing 
equipment  and  incorporated 
as  an  integral  and  perma¬ 
nent  part  of  an  industrial 
facility,  such  as  processing 
vats,  etc. 

Special  jigs,  dies,  and  fix¬ 
tures  which  can  be  used 
only  in  producing  a  speci¬ 
fic  model  of  a  military 
item. 

Hand  tools 

Heavy  duty  materials  handling 
equipment  incorporated  as 
an  integral  part  of  the 
industrial  facility  such  as 
overhead  traveling  cranes, 
shipyard  cranes,  etc. 


C-9d 


C-9d 


02 


Applicable 

Program 


C-9e 

02 
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C-2  DEPARTMENT  OF  DEFENSE  CONSTRUCTION  PROGRAM 


This  program  consists  of  all  construction,  alteration,  rehabilitation,  or 
conversion  of  military  industrial  and  nonindustrial  installations,  facilities, 
or  portions  thereof.  It  comprises  all  of  the  above  facilities  financed  in 
whole  or  in  part  from  appropriated  funds.  All  machinery  and  equipment  (except 
production  equipment)  organic  to  the  facility  and  installed  as  part  of  the 
construction  project  for  the  facility  will  be  included.  Also  includes  ground 
improvement  and  installation  of  utilities. 


Program  in  which 
Exclusions 

axe.  Included 


Architect  engineer  services. 

Construction  of  new  industrial 
facilities  and  expansion,  major 
alteration  or  conversion  of 
existing  industrial  facilities, 
which  are  Government -f inanced 
and  will  become  Government  owned 
including  both  Government-oper¬ 
ated  and  contractor-operated 
facilities . 

Training,  operational,  housing  and 
support  facilities  or  any  other 
facilities  necessary  for  the 
military  forces.  Installed 
equipment  organic  to  the  facility 
will  be  included. 

Construction  of  military  nonindus¬ 
trial  facilities  financed  under 
Public  Works  Appropriations  (MCA, 
PW-N,  and  ACEP-AF) . 

Construction  of  military  nonindus¬ 
trial  facilities  financed  from 
appropriations  other  than  Public 
Works  Appropriations. 

Military  housing  projects  con¬ 
structed  under  Title  VIII  of  the 
National  Housing  Act. 

Air  and  Army  National  Guard  faci¬ 
lities  to  be  constructed  parti¬ 
ally  or  entirely  from  Federal 
funds . 

Building  equipment  such  as  eleva¬ 
tors,  fire  protection  systems, 
electrical  power  systems,  or 
other  equipment  organic  to  a 
facility,  and  installation 
materials  therefor. 


Production  equipment  instal-  B-9 
led  in  construction 
projects 


Land  and  departmental  overhead 
services . 

Construction  equipment  and  C-9A 
machinery . 

Facilities  constructed  en¬ 
tirely  from  State  funds  and 
for  which  the  title  will  be 
vested  in  the  State. 
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C-9  MISCELLANEOUS  PROGRAM 


This  program  consists  of  five  subprograms: 
Medical  and  Dental  Supplies  and  Equipment; 
Supplies;  (d)  Material  Handling  Equipment; 
to  any  Other  Procurement  Program. 


(a)  Construction  Equipment;  (b) 
(c)  Photographic  Equipment  and 
(e)  All  Others  not  Identifiable 


(a)  Construction  Equipment. 

Program  in  which 
Exclusions 

Include  Excludes  Included 


Power  shovels,  mobile  cranes,  bull¬ 
dozers,  concrete  mixers,  ditching 
machines,  road  and  airfield  con¬ 
struction,  and  maintenance  ma¬ 
chinery,  earthmoving  trailers,  and 
similar  construction  equipment. 

Pneumatic  drills,  welding  equipment 
paint  sprayers,  air  compressors, 
and  pumps  of  the  type  used  for 
construction . 

Commercial  construction  type  trac¬ 
tors  . 

Power  saws. 

Earth  augers  and  well  drilling  ma¬ 
chines  . 


Dump  trucks  A-4 

Engineering,  drafting  and  C-9e 

mapping  instruments. 

Generator  sets  C-9e  or  other 

applicable 

program. 

Photographic  and  Reproduction  C-9c 

equipment . 

Water  storage,  distribution,  C-9e 

and  purification  equipment 
for  field  use. 

Tractors  of  a  type  not  usually  A-4 

used  for  construction,  such  C-9d 

as  artillery  prime  movers,  / 

warehouse  tractors,  etc. 

Refrigeration  and  air  condi-  C-9e 

tioning  equipment . 


(b)  Medical  and  Dental  Supplies  and  Equipment. 

Program  in  which 
Exclusions 

Includes  Excludes  are  Included 


Medical  and  dental  supplies  and 
equipment  such  as  drugs,  chemi¬ 
cals,  biologicals,  surgical 
dressings,  instruments,  hospital 
and  dental  furniture  and  equip¬ 
ment,  X-ray  equipment  and  film, 
etc . 


Ambulances 

A-4 

Bedding 

A-9 

Pajamas  and  robes 

A-9 

Towels 

A-9 

(c)  Photographic  Equipment  and  Supplies. 


Program  in  which 
Exclusions 

Includes  Excludes  Included 

Cameras.  X-ray  Cameras  and  film  C-9b 

Film. 

Photographic  projecting,  develop¬ 
ing,  copying  and  related  equip¬ 
ment  . 


(d)  Materials  Handling  Equipment. 

Program  in  which 
Exclusions 

Includes  Excludes  ax£  Included 


Conveyors . 

Warehouse  trucks,  tractors,  and 
trailers . 

Forklift  trucks,  stackers,  etc. 


Conveyors  and  elevators  in-  C-2 
stalled  as  an  integral  part 
of  building. 
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(e)  All  Others  Not  Identified  to  Any  Other  Procurement  Program. 


Includes 


Housekeeping  supplies  such  as 
insecticides,  toilet  paper, 
candles,  soap,  etc. 

Heating,  refrigerating,  plumbing 
and  lighting  fixtures,  other 
electrical  equipment,  furniture 
and  cooking  equipment,  except 
equipment  incorporated  as  an 
integral  part  of  a  building  or 
structure . 

Office  supplies  and  equipment. 

Nonelectronic  meteorological  equip¬ 
ment  . 

Animals . 


Mortuary  and  grave  registration 
supplies  and  equipment. 

Training  and  educational  supplies 
and  equipment  not  included  in 
other  programs . 

Laundry  and  dry  cleaning  equipment. 

Mess  equipment . 

Water  storage,  distribution  and 
purification  equipment  f/field 
use . 

Field,  combat,  and  troop  equipment 
including  water  can  (5  gal.), 
heaters  (immersion  and  tent), 
field  range,  cooking  outfit 
(one  burner),  field  stove. 

Maintenance  Items,  repair  items, 
and  operating  supply  items. 


Excludes 


Program  in  which 
Exclusions 
ais.  Included 


S-1  SERVICES  PROGRAM 


This  program  consists  of  all  services  which  cannot  be  identified  to  any  other 
procurement  program. 


Program  in  which 
Exclusions 

Includes,  Excludes  are  Included 


Technical  representative  service. 
Operation  of  Government  facility. 
Basic  research. 

Medical  services. 

Lease  or  rental  of  machinery  or 
equipment . 

Utility  services  (electrical,  gas, 
telephone,  water,  steam). 
Custodial,  janitorial  services. 
Training,  education,  tuition  ser¬ 
vices  . 

Photographic  services. 

Mapping  services. 

Printing  services . 

Publication  services. 

Funeral  services. 


Maintenance  or  repair  of 

C-2 

building . 

Architect  engineer  services. 

C-2 

Const  rue t ion 

C-2 

Research  <&  development  where 

Appropriate 

end  product  is  known. 

supply 

program. 

Maintenance,  repair  or  rebuild 

of  equipment. 

Appropriate 

supply 

program. 
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